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More heating surface— 
more fire travel— 
means 


Easier Selling 
































Corrugated instead of flat “Back-and-forth” instead of staggered 


Were we to explain why the Weil-McLain 
Boiler sells easier and makes you a larger 
profit, we would say, ‘‘First, because it 
offers the benefits of vastly more heating 
surface and longer fire travel, resulting in 
noticeable fuel saving. Second, because 
these modern features, combined, create 
a boiler value that is not paralleled or 
equaled in the entire heating industry.”’ 


Weil-McLain Company 
Manufacturing Division Jobbing Division 
Michigan City, Indiana _ Chicago, lilinois 


lee real -McLain 


BOILERS 


“SEE THE WEIL-McLAIN BOILER JOBBER IN YOUR TERRITORY” 





(NO. 283) 
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“He deserves praise who does not what he may, but 
what he ought.” Seneca. 


The praise that the average business man wants is 
that silent commendation shown by the figure on the 
balance side of the ledger. 


The extra profits shown in a well managed business 
bespeak the owner’s wisdom and foresight in selling 
those fixtures which ought to be sold. 


For instance, VOGEL frost-proof closets. You 
ought to sell them. Why? Because there is a 
latent demand for just such efficient and economical 
fixtures. The filling stations in your locality are 


excellent prospects for VOGEL, products. 


Why don’t you sell them and gain that praiseworthy 
balance on your ledger? 


Ask your jobber for full particulars. 


a 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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I1E Herman Nelson Invisible 

Radiator eliminates exposed radi- 
ators, does away with makeshift ra- 
diator covers, ornamental boxes and 
screens, and makes every inch of floor 
and wall space usable. 

It is only 1/8 the size and 1/10 the 
weight of a cast-iron radiator of equal 
capacity, and is specially designed to 
be installed in any 4” wall or parti- 
tion. Constructed without a single 
soldered, welded or brazed joint, it 


cn 





ty ’ 
t tt 


: t ( 
' a 64 
>” ” 
Ute 1 
BA atts oo, vt 
RATE LD debs 
Lys wile ‘ 
vie 
NSD ARS & 
te ~~ 
— a «* 
iy ane 
\- Pie Tt Mis 4 4 
\\\ 5 ee alll 
r *? 
’ tm 
“¥ 
| + 
- 
ch f 
Y) \ 
o 
j | 











How the Herman Nelson Invisible Radiator fits in 


the wall is shown by this phantom view. 
Send for the book below. 





ow Muy oe 


We Herman Nelson Corporation, 
Moline, Illinois 
Please send me the facts about 
the Herman Nelson Invisible 


Radiator 


Name 
“S/ Address 


cannot rust or wear out, and even the 
most extreme expansion and contrac- 
tion strains cannot make it leak. 

The Herman Nelson Invisible 
Radiator is a thoroughly tested prod- 
uct. Its acceptance for all advanced 
building is inevitable. Full informa 
tion about the Herman Nelson Invisi 
ble Radiator withits unlimited 
possibilities for added beauty and 
comfort in the home will be mailed 
you upon request. 


THe HERMAN NeELtsSon CorporatTion, Moline, II]. 
Also builders of Univent Ventilation 











: 
m Sales and Service © 
BELFAST, ME. NEW YORK CITY PITTSBURGH COLUMBUS DES MOINES SAN FPRANCISCO DENVER SEATTLE 
BOSTON SYRACUSE GRAND RAPIDS TOLEDO MILWAUKEE EMPORIA SALT LAKE CITY VANCOUVER # 
| NEW HAVEN PHILADELPHIA DETROIT INDIANAPOLIS MINNEAPOLIS OMAHA SPOKANE TORONTO 
| SCRANTON CLEVELAND CHICAGO ST. LOUIS KANSAS CITY PORTLAND a 
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the BEST is deman¢ ed 
: FROST EQUIPM NT. 
| qualifieteg = 


SUPPLY AND WASTE EQUIPMENT 


N organization which for 25 years has been guided by the spirit of service. 
Modern machinery—careful workmanship—covoperation with the plumb- 
ing trade—these have contributed largely to a steady and substantial growth. 


25 years of progress have made us more determined to serve even better in the 
future than we have in the past. 





THE FROST MANUFACTURING CO. KENOSHA, WISCONSIN 
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Diagram showing use of 
Dileo flushing and testing 
“Y" traps. Arrows point 
to location of traps which 
insure perfect flushing 
with no danger of the 
waste backing into. the 
house piping. Patent 
pending for this fitting 


Sanitation 
Assured! 


Invented by a practical plum- 
ber, the Dileo testing and flushing 
“Y”’ trap offers an effective, quick, 
easy and sanitary means of flush- 
ing the main. The trap is operated 
by hand. When open, it is out 
of the way so as to not obstruct 
the free passage of waste. 


Every job for which you contract deserves this modern necessity as a sanita- 
tion practice. Write for particulars now. 


fi 
\\ 
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PATENT PENDING 


DILEO FLUSHING 
AND TESTING Y TRAP 


A LSwett iron Works 


Medina, New York 


ESTABLIBHED 1875 \ fg INCORDORATED 1898 
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150 Pounds of Husky, 
a Back-saving Usefulness 


Pipe threading has ceased to be a back- 





1) breaking, buck passing job in the shop 

he e equipped with an Oster Power Boy. 
a . Hooked to an ordinary light socket or 
V7 belted to a gas engine, its 
revolving arms cut - off, 


thread and make up fit- 
tings with only one 


chucking. 





No adjustments to make, 
nothing to get out of 


order and light enough for two men to carry easily. 


Equipped. for greater convenience with built-in vise and self- 
centering chuck. The hand tools you already have can be used 


—we furnish a Bull Dog die stock to save backing off after a cut. 


Standard equipment covers all requirements between % and 2 
inch pipe inclusive, while an auxiliary drive shaft increases the 
range to 4 inch pipe. Mail the coupon below for full details. 


OSIM 


THE OSTER MANUFACTURING COMPANY 


Manufacturers of the most complete line of pipe threading equipment in the world 
2077 E. 61st PLACE, CLEVELAND, OHIO 
Please send me List 58 giving complete information on this great time and labor saver. 








Name ; Street 


City State 
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—— 1841, heaters manufactured by the INTERNATIONAL HEATER 
COMPANY, and its predecessors, have been nationally known as high 


quality equipment, assuring consistently high quality to buyers. 


This year marks a still further advance in the establishment of guaranteed 
ratings for every INTERNATIONAL boiler. These guaranteed radiation loads, 
adopted following exhaustive research tests extending over many months, are 
endorsed by leading contractors and backed by the entire resources of the 
INTERNATIONAL HEATER COMPANY. 


Next year the same high standards will be main- 
tained. INTERNATIONAL Boilers may be im- 
proved in design but they will always be subjected 
to rigid standards of manufacture and careful in- 
spection. They are favorably known because 
they deliver 98% dry steam without a header and fconow 
are very economical in operation. 


fy 
[—o-! 
= 


/ CONOMY 


These precautions which insure full value heating 
equipment at reasonable prices will be followed 
out as carefully as they were originally established. 
There will be high INTERNATIONAL quality 
available to you — Always! 























Canadian Distributor: Heating Supplies, Ltd. City and State.......... 


902 Home Street, Winnipeg, Man. 


: Date 
—— 
1 | BOILER 
counts during the busy season. We will ship promptly | , INTERNATIONAL HEATER CO. 
SERVICE from Utica factory and branches heating equipment UTICA. N.Y 
of the proper size and type for any requirement. | itt ola ca oat 
P I Please mail me a copy of the 
| new INTERNATIONAL BOILER 
| i DATA BOOK. 
| = 
INTERNATIONAL HEATER Co. | 
| FOGG ics cece 
Utica, N. Y. | 
New York Chicago Cleveland Philadelphia | Street No....... 
Detroit Nashua, N. H. 
| 
| 


Del 1-26, 
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Selling Asbestocel 


i 
Tio No. 26 ha oo 









SANTA IL ERO 
AA i i) uh 


Well known 


DVERTISING has made Improved Asbestocel well 
known—so you can sell it easier. 

Your customer may not know anything about insula- 
tion but will accept Asbestocel because he has heard of it. 

He will accept Improved Asbestocel more quickly 
without asking so many questions and hunting so hard 
for lower bids. This speeds sales and safeguards a fair 
profit for the heating man. + . 

That’s why thousands of heating men are selling 
Improved Asbestocel as a profitable specialty in districts 
where ‘‘insulation’’ is just a low profit staple. 

And that’s why Improved Asbestocel is the biggest 
selling insulation of its kind in America. 
JOHNS-MANVILLE INC., 292 Madison Avenue at 41st Street, New York City 


For Canada: Canadian Johns-Manville Co., Ltd.. Toronto 


Look for the 


Bran.h-sin all lar 


JOHNS -MANVILLE 


sbestocel 


SAVES COAL 
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Hot Water 
damper 


A Heating Boiler Without a Damper 
Regulator Is Like a Car Without Brakes 


Mest steam boilers are equipped with auto- 
matic damper regulators. Most water 
boilers are not, yet there isn’t the slightest dif- 
ference in the need of regulation between the two. 
Sylphon Damper Regulators are supplied in 
several types for water boiiers, just as they are for 
steam boilers. The diaphragm in each is the well 
known Sylphon Bellows—so accurate, so reliable, 
so durable that 35 of the leading makers of steam 
boilers supply these regulators as standard equip- 
ment. 

Install Sylphon Damper Regulators on your 
hot water jobs. They guarantee uniform heating 
conditions, economize in fuel, and end fussing 
with draft dampers by hand. 

Ask for Bulletin KDR-5 and our new Catalog K-200. 





This can be done hundreds of thousands 
of times - 


AnD HO APPRECIAGLE 
LOSS OF FLEXIBHUITY 
WILL OFVELOP In THE 
ALL METAL SEAMLESS 
SYLPHON BELLOWS 











THE FULTON COMPANY 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 


KNOXVILLE, TENN. 


Sales Offices in: NEW YORK, SIC AGO, DETROIT, 
BOSTON, PHILADELPH 
and all the principal cities in oy 0. 3. A. 
European Beossenneniovess Crosby Valve & Engineering Co., 
» 41-42 Foley Street, a i 1, England 
Canadian" Representatives: Darli 120 Prince 
treet, Montreal, ; Cased 
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HERE is only one way that architects and contrac- 

tors can overcome the competition of the over- 
rated boiler. That way is to make boiler prospects 
appreciate the difference in efficiency and cost of 
operation between a Fairly Rated Boiler having 
sufficient Fire Surface and an over-rated boiler 
which hasn’t enough Fire Surface. This is a 
difficult thing to do but we have found a way to 
do it very effectively in our magazine and newspaper 
advertising. Architects and heating contractors 
can use the same method to their advantage and 
profit. The way we are doing it in our national 
advertising is by means of the simple illustration 
given above. 

In that illustration water is being wasted because 
more is flowing in at the top than can possibly 
flow out the narrow neck at the bottom. Turning 
on more water will get practically no more into 
the bottle. Because only so much and no more 
water can pass through the neck of the funnel. 

So with a boiler. The Fire Surface corresponds 
to the neck of the funnel. The heat given off by 
the fuel burned corresponds to the water. When 
there is insufficient Fire Surface heat ‘‘overflows”’ 


ENGINEERING 


and is wasted up the chimney. Generating more 
heat by forcing the fire only means greater waste 
up the chimney. Because the Fire Surface, like 
the neck of the funnel, can absorb only so much 
heat and pass it into the home. 

By means of this simple illustration it is very 
easy for the laymen to visualize the fuel he will 
waste if he has an inefficient boiler. It is easy for 
him to see why, when an extra cold snap occurs, 
forcing an over-rated boiler will waste more fuel 
but give him very little, if any more heat. 


By means of this simple illustration you can 
prove to a prospect that if he wants comfort and 
as economy he must have a boiler with 
cient Fire Surface Fairly Rated. 


h 
Ss 


To further help architects and he ating contractors 
to thoroughly acquaint their clients with the 
economical necessity for a Fairly Rated boiler we 
have issued a 32-page booklet, “‘The Truth about 
Boiler Ratings’”——a valuable book for architects 
and heating contractors to lend to their clients. 
The coupon below will bring you a copy by return 
mail with our compliments. 


THE H. B. SMITH COMPANY 


Home Office and Works: 


Dept. A27, Westfield, Mass. 


Sales Offices and Warehouses at: 


WESTFIELD BOSTON 


NEW YORK 


PHILADELPHIA CLEVELAND 


The H. B. Smith Company, 
Dept. A-27, Westfield, Mass. 
Gentlemen: Send a copy of your new booklet on Boiler 
Ratings to: 
Name... 
Street. 
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MAGHINE, WORKS) 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 FULLERTON AVENVE 


CalesGp Inn. 
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MASTER PLUMBERS AND STEAMFITTERS OF THE U. S. A. 





HARRY G. NYE 


Fellow Voters: 


It hardly seems possible, but it will soon be time to elect a presi- 
dent again, or elect somebody else. We little more than get through 
one presidential campaign before another breaks out. Politics is like 
neuritis. You never really cure it; you just drive it to some other 
spot. 


A number of candidates are being discussed, both with and without the 
dis. The first question is, will Coolidge take it again? and the 
second question is, can he have it? If Mr. Coolidge knew the answer 
to the second question, he might be able to answer the first. He 
tells us to keep cool, but what he really means is keep Coolidge. 


There is quite a boom for Al Smith, and, if he is ever elected, and 
goes to Washington, and begins to hand out appointments, he will 

know what this "You know me, Al" means. Seven million men will hurry 
down to Washington to remind him that they once sat on the same plat- 
form with him at Schenectady. 


Then there is Mr. Borah, Mr. Borah comes from the West, where a man's 
aman, and in the movies even more than that. The West has never had 
a president, and yet no man has ever been president who didn't have 

the West. Many a man's boom has started out where the West begins it. 


Then there is Frank Lowden, the farmers' friend. Mr. Lowden is always 
advocating the farmers' bills, but what the farmer wants is somebody 
to pay them. 


But we want to urge, as we have urged before, that we’elect a plumber. 
To wipe up the bad joints in our big cities you need a plumber. A 
plumber would even use a little cold lead, if necessary. 


Or, if we can't have a plumber, let's have a supply jobber. .He would 
take orders from the plumbers, and then deliver the goods. He would 
discount the politicians' statements, and bring Europe to terms. And 
he would use Nye Dies to cut expenses, because they cut faster, easier 
and better than anything else. 


And, if nobody else will run, don't forget that you 
still have 


Yours very truly, 


Nye Solid 3-Way Stock A neice 4 pe 


This stock is a one-piece casting 





eee die boxes and 3 bush- ? C oparighted 1926 by Harry G. Nye 
larly ui by All rights reserved 
Ne 1 Nye Dies 





inch. Gen cine be Teruel wth 
mage sise dies when specified. 


Blt» Weoth Die stose ° Nv The tools you swear BY and never AT. 
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Advertisement Number 8 of the Trane 
Undivided Responsibility Series. 


B. F. Stephenson Office Building, 
Detroit, Mich. 

Heating Contractor: George Kennedy 
Architects: Bonnah & Chaffee, Detroit. 


























Trane Undivided Responsibility Heating 
in B. F. Stephenson Office Building, Detroit 


Through an entire winter, this big, modern of- sq. ft. capacity Trane Duplex Return Line 
fice building was comfortably heated without Vacuum Pump, 294 Trane Bellows Packless 
gauge pressure showing—an exceptional per- Valves and 315 Trane Bellows Radiator 


formance that has completely sold the owners Traps. All are fully guaranteed. And the 
on Trane Undivided Responsibility Heating. successful operation of the complete job is as- 
The building is the B. F. Stephenson Office sured through Trane Undivided Responsibil- 
Bldg. It is located on West Grand Blvd., the ity. Here isa combination that you can always 
beautiful thoroughfare that circles the city of rely on. It is oftered exclusively by Trane— 
Detroit. It is 10-stories high. Re-inforced con- the only manufacturer of both high-grade 
crete construction, faced with stone. heating specialties and high grade pumps. 
Below are shown the Trane units used: 18000 Let us send you complete information. 


THE TRANE COMPANY, 204 Cameron Avenue, La Crosse, Wis , manufacturers of vapor and vacuum heating specialties, Heat Cabinets, and pumps. 
Branches and sales connections at New York, Chicago, Boston, Cincinnati, Newark, Philadelphia, Buffalo, Cleveland, Detroit, Seattle, Los Angeles, Albany, 
Minneapolis, Greensboro, New Orleans, Kansas City, Mo , Zanesville, Ohio, Tampa, Fla , Baltimore, Md., Des Moines, la., New Haven, Conn., Sheboygan, 
Wis. In England: 22-23 Clerkenwell Close, London. E. C. 1. In Canada: The Trane Company, 23 River Street, Toronto, 2; Thomas Robertson & Company, 
134 Craig Street, West, Montreal; F.S. Murdoch, 310 Breadalbane, Winnipeg; A. B. Madden, 48 Sparks Street, Ottawa. In Japan: Mitsubishi Shoji Kaisha, 
Ltd., Thermal Supply Department, Tokyo. In China: C. J. Doughty & Company, 8-9-10 Brenan Road, Shanghai. 





Trane Bellows Packless Valve Trane Bellows Radiator Trap 
Trane Duplex Return Line Vacuum Pump 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


ACK IN THE DAYS OF ’49—THE DAYS OF 

the “Gold Rush” to California—there came into 

use a word, “pard,” meaning, briefly, partner. 
But to the men who used it, it meant a lot more. It 
meant loyalty in times of hardship as well as prosperity. 
It included the memories of the long hard crossing of 
the country, with its variation of hardships from the 
blizzards of the Dakota plains to the scorching sun of 
the Arizona desert, or the perilous crossing of the 
And it 


indulged in together after months of weary prospecting 


Rockies. included the memories of “sprees,” 
for the “dust” or the nuggets which paid for the enter- 
tainment. In law, the word “partner” has no such senti- 
mental ideas attached to it. In fact, if it has any feeling 
connected with it in the law courts, it 

is the opposite of friendship. For 
when partners are in court, it means 
trouble—it means that one of them has 
an idea the other is trying to steal his 


“poke.” 
rather complicated things, full of pit- 


Partnerships, in law, are 
falls and dangers, unless due care is 
exercised in forming them in order to 
enjoy their advantages. For this rea- 
son, Your Weekly has had Wm. F. 
Zimmermann, whom you know for his 
splendid articles on accounting, pre- 
pare three articles on the subject of 
“Partnerships.” The first one appears 
in this issue. The others will follow. 
The one this week deals with the legal 
Those to follow will deal with 
See to it that 
you file them for reference; if you are 


side. 
the accounting side. 


already a member of a loose, unwritten 
partnership arrangement, see to it that 
the advice given in this first article is 
carried out in order to avoid disputes 
in the future. Make the arrangement business-like. 

TA RECENT MEETING OF SANITARY EN- 

gineers, says the Schoolmaster in this week's ses- 
sion of his Class, a prominent plumbing inspector said 
that he thought the Class one of the greatest educa- 
tional forces in the field today. He uses the issues of 
Your Weekly constantly in answering questions which 
are put to him—questions which have already been taken 
up by the Class. No greater proof could be given of the 
very practical nature of these problems which the School- 
master proposes for solution. You'll find a number of 


solutions in this issue. You'll also find a new heating 


THE BOSS SAYS: 





Selling is like radiation 
You have to put steam in tt. 


problem to solve. The Chairman proposed a peculiar 


situation in which three radiators, one steam, one hot 


water and one on a vacuum system were to be tied into 
one unit. 
N NAMING HIS ARTICLE THIS WEEK 


“Plus Overhead,” Milt Marvels says he did so be 


cause of the incident which he has related. ‘This particu 
lar young plumbing and heating contractor, on the very 


first estimate he was called upon to furnish, ran up 


“Your price 1s too 
Not a 


very big amount; but the princip'e of the thing was what 


against the old cry for a reduction 
high.” The prospect wanted him to lop off $10 


counted in his mind, and, although he wanted that job 
mighty badly indeed, he refused to 

compromise. He got the job, and he’s 

been getting them that way ever since 
“plus overhead.” — Likewise profit. 


There is some very good sales ma 


terial in the story. Try it on your own 


pre spect Ss, 


“~. ETTING \1 HEATING 
J Facts” isa story built around 
the methods followed in making tests 


in one laboratory where important 
data about heating are being developed 
daily. To the heating contractor out 
on the firing line these tests which are 
such 


the 


being made in a number of 


laboratories are as important as 
organization behind the fighting line 
which keeps the combat soldier pro 
vided with food, clothing and the 1m 
p'ements of his business. The contrac 
tor who is familiar with the results of 
made is in a_ better 


position to meet the 


the tests being 


difficulties he en 


counters on the job. We recommend “Getting at Heat 
ing Facts” as a valuable insight into testing methods and 
results. 

N INGENIOUS OIL BURNER INSTALLA 


tion is described in this issue in the short article, 
“A Pacific Coast Oil Burner Installation.” By a tem 
of control devices it is possible to maintain heat merely 


by winding an electric control switch once a week. 


Our . 
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BIG BUILDING SERIES No. 96 





BUY BY COMPARISON 
AND YOU’LL BUY A 


a 


CHICAGO TRIBUNE TOWER 


—AN ARCHITECTURAL MASTERPIECE 
AND ANOTHER JOB FOR ‘*TOLEDO”’ 







The new Tribune Tower Building, Chicago, located 
on Michigan Boulevard — 20 stories high with a tower 
140 feet. The plumbing contractors, E. Baggott 

Co., and the heating contractors, Phillips- 
Getschow Co., are both users of ‘‘TOLEDO”’ 


equipment. 

















The ‘*‘TOLEDO”’ Power Drive—a light, 
portable machine that instantly 
converts ‘“‘TOLEDO”’ geared tools 
into swift, highly efficient power 
machines. 












Thousands are in use and all are 
giving satisfaction. Ask us for 
further information. 










THE TOLEDO PIPE THREADING 
MACHINE Co. TOLEDO, OHIO 


NEW YORK OFFICE: 72 LAFAYETTE ST. 





Mention Domestic ENGINEERING when writing advertisers. 
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The National Trade Extension Bu- 
P- reau has come in for much thought 
i E. B. and discussion lately among many of 
the industry’s leaders. The resolution suggesting its re- 
moval from Evansville, Indiana, which was introduced 
at the annual convention of the National Association of 
Master Plumbers at Louisville last June and at that time 
referred to the Bureau’s Board of Directors, came up 
for consideration at a meeting of these directors on Oc- 
tober 22. Just two days before that meeting, a discus- 
sion of the various features of the Bureau and _ their 
value to the industry filled most of the opening morning 
session of the Central Supply Associaticn’s annual meet- 
ing. 

The result of it all has been an endorsement of an 
organization such as the Trade Extension Bureau has 
possibilities of being, a decision to make a determined 
drive for far more money than now makes up the Bu- 
reau’s budget and a plan to move it to St. Louis, the 
latter contingent on raising sufficient money to meet the 
increased operating expenses which such a move would 


The 


mean. 

The objective, of course, which the whole industry 
wants to attain—and many prominent men at the Central 
Supply Association meeting felt that through the Trade 
Extension Bureau it could do so—is to create more busi- 
Without much thought, apparently, of finding a 
capacity has 


ness. 
market: for all the goods, manufacturing 
been expanded and the number of wholesalers increased 
until there are more goods being made and put in the 
process of distribution than are being sold. It is a 
serious situation. The thought is that proper promo- 
tional work would create enough more demand to absorb 
the enormous production. Such work depends on the 
master plumber and heating contractor for its success. 
They are the important points of contact with the pub- 
lic. If the Bureau can help and influence them to 
create more business, it will do a big job. 

The thought was expressed at the Central Supply 
Association meeting that perhaps the Bureau had been 
trying to do too much along many lines, and that its 
work would be more successful if it concentrated on a 
few. That might be so. There is apt to be more or less 
waste motion in work of the sort that the Bureau is do- 


ing. If, then, this promotional activity is the Bureau’s 
big job, this suggestion would mean to get more than 
ever to work on it and drop many of its less important 
activities to do so. 

3efore it will be able to influence the master plumber 
and heating contractor, though, it must win their confi- 
dence, must sell itself to them. That was another thought 
brought out at the Central Supply Association meeting 
not tak 
The 


reason suggested ties in with the raising of money. It 


the master plumber and heating contractor are 


ing the proper advantage of the Bureau’s services. 


was felt that inasmuch as the master plumber and heat 


ing contractor did not subscribe very much to the Bu- 


they had the natural 
It is true that what a man has his 


reau’s support, indifference of a 
minority stockholder. 
money tied up in he will follow closely. And this applies 
So there 
job for the Bureau, the success of each depending upon 
the other. 

As a matter of fact, 
that now is the time for the 
scale. Interest that perhaps has been too dormant for a 
long time has been aroused and it remains to be seen if it 
It is up to the industry. 


to manufacturers and jobbers, too. is another 


these recent discussions indicate 


3ureau to go ahead on a big 


can be capitalized. 


Christmas The street cars are beginning to 

bear signs advising the public to 
Competition do its Christmas pe te early. 
The department stores are beginning to assume a holi- 
day appearance. In short, the competition for the Christ 
mas present dollar of the public is on. ‘This year the 
plumbing and heating industry has made plans to enter 
the race in a bigger way than ever before. 
facturers are packaging their goods in Christmas con- 
Many of them are sending out display matter 
The trade has been given 
to 


Many manu 


tainers. 
dressed up in holiday attire. 


advertising suggestions, suitable letters for mailing 


prospects and the general idea of pushing plumbing and 


heating products as suitable, lasting, desirable gifts. 


The result now depends on putting all these things to 


work, ‘There are profits in the plan. It is decidedly 


worth while. There is no reason why the public can not 


be educated to the extent of thousands and thousands 


of dollars. 
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Partnerships are sometimes formed in a simple way. 
make you a partner.” 





1, 
A partnership has been formed 





he head of the business says, “John, I’ve decided to 


Partnerships 


By WM. F. ZIMMERMANN 


Article No. 1 


EET partner.’’—You have often been in- 


aay, | troduced to someone in these words, but have 
4 you ever thought of the legal relationship that 
exists between individuals doing business as partners? 

From an accounting or commercial view we are apt to 
look upon a partnership as a firm, as a body distinct from 
but from the legal view point 
there difference between partnerships and cor- 
porations. Corporations are created by law as legal units 
and are distinct from the individuals composing it. 

As it is common for people to look upon a partnership 
as a firm, in other words to view it in the light of a cor- 
poration, it might be well to state the four main differences 
them: 

A corporation can not be formed without the con- 
of the state; partnerships can be formed by two or 
more individuals either by contract written or implied. 

2. A partnership upon the death or re- 
tirement of one of the partners while a stockholder in a 
corporation may transfer his interest without disturbing 
the life of the corporation. 

3. Each partner agent for the firm while in 
corporation a shareholder is not an agent unless so ap- 
pointed by the directors, who receive authority from the 
stockholders. 


my 


the composing members, 


is a vast 


between 
e 
sent 


is dissolved 


is an a 
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4. Partners are liable for firm debts from their per- 
sonal estates while, except in a few instances, stockhold- 
ers are liable only to the extent of the stock they own. 

HE POINT is that a partnership acts in most cases as 
2. firm, but its acts are really acts of the individuals, 
and its credit becomes a question of the financial standing 
of the partners. This is why a partnership often can ob- 
tain more credit than a corporation and is also the reason 
why we find so many partnerships where one man con- 
tributes labor and another contributes nothing but his 
hame as a partner. The combination might seem unfair, 
especially if profits are shared in like proportions, but 
when we consider that one man is perhaps contributing 
only his time, while the other is risking his personal credit 
and property the combination seems more equitable. As 
an illustration of this point: 

A, a good plumbing contractor, becomes financially em 
barrassed and unable to obtain credit because of his 
debts. There is a big contract coming up that A wishes 
bid and in order to finance the deal he makes a 
partnership agreement with B, a man with good financial 
rating, to share the profits, A is able to take the contract 
risking nothing but his time. B shares in the profits as 


HOW PARTNERSHIPS ARE FORMED 


is 


to on 











November 13, 1926 DOMESTIC 
compensation for the use of his credit standing and risk 
of financial loss. 

In case of failure, since the individuals are responsible 
for partnership debts and since A has no personal property, 
B becomes liable for all debts accrued or assumed since 
the partnership agreement. It will be seen that in an 
arrangement of this kind there is mutual profit, as A with- 
out B could not proceed with the work and B without A 
would be unable to handle the mechanical end. It is in- 
teresting to note that in the above mentioned partnership 
contract, if A were financially responsible, in case of the 
partnership failing, he would be held for a portion of the 
loss while upon dissolution of the partnership affairs he 
would not be entitled to a share of the capital. This is 
because he had not contributed to the capital although his 
sharing in the profits makes him liable for a portion of 
any loss. 

Sharing in profits does not always constitute a partner- 
ship as, for example, A, the owner of a patent, hires B to 
sell his invention and agrees to give him 30 per cent of the 
net profits as compensation for his services. This is merely 
a form of paying and not a partnership; or A, a plumber, 
agrees to pay his journeymen so much a month plus a cer- 
tain per cent of the sales, 


PUT THE CONTRACT IN WRITING 
S PARTNERSHIPS are formed by contract it is good 
A business to have this contract in writing. This is 
often put off, with the result that in case of death or dis- 
solution it is necessary that the court attempt to rule on 
the original intentions. Such a contract is formed, having 
for its object the shar- 


ENGINEERING 19 
5. Duties of each partner. 
6. The manner of distribution and amount to each 


partner of profits or losses, 

7. The distribution of assets on dissolution. 

It is especially necessary that not only shall the manner 
of distribution of profits be mentioned but also the distri- 
bution of losses. 

As a partner is not legally entitled to receive a salary 
for services rendered the partnership, unless so agreed 
among the partners, it is imperative, if a partner is to 
draw a salary before the profits are distributed, to men- 
tion this in the partnership contract: 

“A, B and C form a agree to 
profits and losses equally, after allowing A, 


partnership and share 
a salary of 
50 per cent of the net profit for managing the business. 
After the first year an the net 
profits are shown to be $6,000.00. The distribution would 
be A—50 per cent of $6,000.00 or $3,000.00 plus one-third 
of the remaining profits or $1,000.00, 
would each receive $1,000.00. Without an agreement as 
to salary they would each have received $2,000.00." 

In connection with the above, from an accounting stand- 
point, you should first determine the profit and then make 
an entry charging salary and crediting the partner before 
closing your books for the accounting period. 


accounting is made and 


while B and C 


This is be- 
cause the 50 per cent of the profits is an overhead expense 
of this business and should be charged as such in order 
to make an intelligent study of the results. 

A great many partnerships use a firm name, which may 
be any name agreed on, instead of the names of the in 
dividual This firm taken for 


only, 


partners. name is con- 


venience but is 





ing of profit and must 
contain the essential 
elements of an ordi- 
nary contract, namely, 
the object must be le- 
gal, the parties compe- 
tent, the agreement 
must be voluntary and 
there must be a con- 
sideration. Absence of 
a written partnership 
agreement often causes 
misunderstanding 
among the partners, 
because verbal agree- 
ments are often mis- 
construed or misunder- 
stood. It is the writer’s 
opinion that a great 
many partnership 
quarrels would never 
occur if there had been 
a properly drawn up 
agreement at the be- 
ginning of the partner- 
ship. Such an agree- 
ment is usually quite 
simple, the main 
points to be covered 
being: 

1. Partners’ 
and addresses. 

2. Nature of busi- 
ness and location. 

3. The period 
time covered by 
partnership. 

4. Amount each part- 





names 


of 
the 








law, 
legal 
In bringing 
the 
partners 
all 
transactions 


not recognized in 


as it has 
standing. 
the 


individual 


no 


suit names of 


must be used. In 

business 

the 
property 


except conveyance 
the 


should be 


of real 
firm name 
used, and although the 


firm is not created by 
law, the 


tect the use of the firm 


law will pro 


name 
CHANGES IN) PART- 
NERSHIPS 
ADMISSION 


FYINHE 
ofa 
must be made with the 


all the old 
new part 


new partner 
consent of 
partners. A 
ner does not become 
liable for existing part- 


the 





nership debts, as 


admission of a partner 


is the termination of 


one partnership and 


the beginning of a new 
Likewise 


one. the re 


tirement of a partner 


does not release him 


from partnership debts. 
He, however, is not re 
sponsible for debts con 
his re- 


tracted after 


tirement providing he 





ner contributes. A partnership is a contract. 


It ought therefore to be in 


— - (Continued on Page 


56) 


writing 














Practical 
Gifts 


Any gift you select here will be 
practical—a quality much ap- 
preciated when the gift is to 
the family and is to contribute 
to the comfort and conveni- 
ence of every member. You'll 
find some interesting answers 
here to the question, ‘‘What 
shall I give the family?” Come 
in and see our displays. 


BLANK PLUMBING 
COM PANY 


120 Main Phone 2-1024 








Gifts for 
the Family 


May be practical—in fact, are 
greatly appreciated when they 
contribute something to efh- 
ciency, comfort and conveni- 
ence in the home. Such gifts 
are on display here for your 
selection, to help solve the 
annual problem, “‘What shall 
I give the family?” Come in 
and look over our displays. 


BLANK PLUMBING 
COMPANY 


120 Main Phone 2-1024 








Thoughtful 
Gifts 


As the months following 
Christmas go by are likely to 
be far more appreciated than 
gifts dictated “by sentiment 
which lose their charm with 
their novelty. Gifts displayed 
here are eminently practical, 
and will yield service for years. 
We suggest a visit when you 
are selecting family gifts. 


BLANK PLUMBING 
COMPANY 


120 Main Phone 2-1024 





THE CHRISTMAS SALES DRIVE 


Interest growing in plan for special sales effort 








during week of Nov. 29-Dec. 4 


MONG the letters which have come in as a result 
A of the announcement of the special sales drive for 

Christmas business during the week of Nov. 29- 
Dec. 4, there are some which are of special interest be- 
cause they indicate that where this has been done in past 
years it has been very successful. 

It would seem reasonable that if the merchants han- 
dling other items of household furnishings can secure a 
volume of business at Christmas time, we in our industry 
should be able to do so. Furniture and electrical ap- 
pliances are no more necessary in the home than those 
products which the plumbing and heating merchant han- 
dles. In some respects they are less essential. They do 
not, at any rate, have the important bearing on health 
which so many of the articles in the plumbing and heat- 
ing store have. 

Last week ‘‘Domestic Engineering’ published a sugges- 
tion for a Christmas sales letter, recommending partic- 
ularly that it be sent to the plumbing and heating mer- 
chant’s customers—-to those people familiar with his store 
and his service. 

This week we give suggestions for three newspaper ad- 
vertisements to form another important link in the sales 
chain. The letters will go into the homes of prospects. 
They will be directed to people who have in the past been 
purchasers of plumbing and heating equipment. There 
is no reason, of course, why the letter should not have a 
larger circulation. It might be sent to every home owner, 
whether or not he had dealt previously with the merchant 
sending it out. 

But there will still remain a large group in the com- 
munity which the sales letter will not reach. This group 
must have the Christmas sales drive brought to its atten- 
tion through some other medium. The local newspaper 
furnishes the most economical means of reaching this 
group. In the first place, the advertisement of the plumb- 
ing and heating merchant will be placed among other ad- 
vertisements covering the subject of Christmas gifts—it 
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will have the advantage of the atmosphere created by the 
fact that everybody will be talking about gift business. 

It will have another value in that it will be seen by a 
certain number of people who will also have received the 
sales letter. Thus the impression of the newspaper ad- 
vertisement will be stronger because it will be a rep- 
etition of the arguments in the sales letter. 

If every plumbing shop in every community were mak- 
ing a drive for this business, it is very likely that a 
nice volume of business would be built up. For people 
wil! be in a buying mood. What's more important, they 
will have the money with which to make purchases. The 
week of Nov. 29-Dec. 4 has been chosen by the National 
Trade Extension Bureau for this drive because of the 
fact that during this period the banks which have con- 
ducted Christmas Savings Plans will be paying out the 
money which has been accumulated during the past twelve 
months. 

With a window display aimed at interesting the passer- 
by in the idea of plumbing and heating goods as appro- 
priate Christmas gifts, with the sales letter being mailed 
out, and with the local newspaper carrying the plumbing 
and heating merchant’s advertising, urging the selection 
of gifts from his store, the success of the drive is assured 

There is, of course, another thing to be considered. Such 
a campaign would attract people to the plumbing and 
heating store who might otherwise never have felt an) 
reason for visiting it. A great many home owners 
probably the majority of them—never think of the plumb 
ing and heating contractor until an actual need arises. If, 
by presenting the products of our industry in this light a 
Christmas gifts, we could bring such people into the 
stores, it would mean that a certain store would then 
stand out in their minds when further needs did arise 
It would be, in other words, another way of impressing th« 
name of the store on the minds of these people who might 
otherwise say, “Call a plumber” instead of ‘Call Jones 
the plumber,’’ when they need service. 














From left to right: Calibrated boiler feed tank; potentiometer for 


deg. (can be read accurately to 3 deg.); humidifier; test set-up 


Getting at Heating Facts 


The Research Laboratory 


and ventilating, is fortunate in many ways. It is 

fortunate because it has the privilege of contribut- 
ing to public health as well as to public convenience and 
comfort. It stands in an enviable position among indus- 
tries and trades because of its relation to health, and this 
enables it to foster legislation for. its own protection and 
for the protection of the people. It is proud of its more 
than 30,000 contractors, retailers and engineers. It has 
extended its influence to every part of the world, through 
the products of its 3,000 or more manufacturers. It has 
established itself as one of the great businesses of the 
world, with the help of its more than 1,000 jobbers and 
distributors. 

These various groups usually come in for their share 
of praise. The interests of each are interlocked with those 
of the others. If it were deprived of any one group of 
this industrial-merchandising-craftsmen’s trinity, it would 
rrobably have remained where it was 50 years ago. 

But there is another group that is not so often men- 
tioned. The members of this group neither sell, nor 
manufacture, nor assemble. They work in the abstract 
rather than in the concrete. They do not often come into 
the light of publicity. Without thought of praise, with- 
out prospects of wealth, they labor day after day, laying 
the very cornerstone upon which the whole heating, venti- 
lating and plumbing industry rests. They are the seekers 
after facts,— the workers in the heating, ventilating and 
plumbing research laboratories of the country. 

Who shall estimate the value of a scientific fact? It is 
about the only thing in our existence that renders a con- 
tinual benefit without exacting tribute. It was before 
Adam, and when some archaeologist in future centuries 
digs up the spires of New York’s great cathedral, St. John 
the Divine, it will be still unchanged—a scientific fact. 


"see trinity of allied industries, heating, plumbing 
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In scientific investigation rests an inexhaustible mine, not 
only a mine of money-making information, but a mine that 
will contribute to the health, happiness and comfort of 
human beings for centuries to come. 

So it is fitting that a tribute be paid here to the re- 
search workers,—those at the University of Illinois, at 
the Bureau of Standards at Washington, and those at 
Carnegie Institute of Technology, and at other institutions 
who have contributed so much to the plumbing field. It 
is right and proper that it be placed on record that the 
industry owes much to those seekers after facts in manu 
facturing establishments, at the great laboratory of the 
American Society of Heating and Ventilating Engineers 
at Pittsburgh, to research workers in technical schools, 
colleges and universities throughout the Ixnd, for discov- 
ering the facts about heating and ventilating. 

Recently another laboratory was equipped. This labora- 
tory is dedicated to the purpose of getting facts relative 
to heating. It is locatea within the suburban area of 
Philadelphia at Norristown, Pa., and is conducted by Rob- 
inson V. Frost, whose -vork as chairman of the section on 
radiation of the heating and ventilating code of the Amer- 
ican Society of Heating and Ventilating Engineers, as 
chairman of the technical advisory committee on radiation, 
and whose published articles have won for him a wide 
reputation among those interested in these sciences. 

The buildings now occupied by this laboratory cover a 
ground area of nearly 6,000 sq. ft., with the greater part 
two stories in height. The work carried on for the past 
year included boiler and radiator testing and humidifier 
and radiator valve testing. Boiler testing has so far com- 
prised the bulk of the work, but there are indications that 
testing new radiator types will take the lead for the com 
ing year. 

The equipment for testing boilers follows the conven- 


measuring stack temperature, range 0 deg. to 2,000 
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tional lines specified by the A. S. H. and V. E. code, but 


includes several refinements that are worthy of special 
note. 
The evaporation is measured by special boiler feed 


tanks, fitted with gauge glasses and graduated scales, 
calibrated in pounds at 40 degrees F., each of 460 Ib. ca- 
pacity, with the water fed to the boilers by 

pumps through automatic boiler feeders. Pro- 

vision is made so that one, two or more tanks 

can be fed to the same boiler as rate of evapora- 

tion requires, and where necessary to avoid pos- a 
sibility of unknown leakage the pipe lines are , 
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Precaution is taken to avoid error in the tests. The 
fuel is weighed in 100- or 150-lb. units, and the feed 
water tank scales are so arranged that no more than a 
full tank weight can be drawn from the tanks. Ashes 
are sifted in a specially constructed, oscillating riddle, and 
clinkers, ashes and residue coal separately weighed, and 








double-valved with tell-tale drip cocks between, — 
with the valving so arranged that the operator 
has a minimum of valves to operate during the 
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running of a test. A rather unusual feature in sanaadanaianea 
the feed tank facilities are steam coils in each sacle 
tank so that the boiler feed water may be first 
heated in a feed water heater and then fed to 
the calibrated tank, where it may be retained at 
maximum temperature by the steam coils while feeding to 
the boiler. The feed tank facilities are ample to handle a 
maximum of 30,000 sq. ft. of boiler capacity at one time. 


TEST EIGHT BOILERS AT ONE TIME 

HE STACK facilities comprise an 8-in. x 8-in. x 30-ft. 
T brick stack, a 12-in. x 12-in. x 40-ft. brick stack, 
a 21-in. diam. x 50-ft. steel stack, and a 36-inch x 100-ft. 
steel stack. Each of the two large stacks has three boiler 
connections, each inlet being fitted with tight fitting blast 
gates. The stacks are specially built to be air tight, the 
joints in the plates being either welded, or riveted and 
caulked, with asbestos gaskets between the stack sections. 
With these facilities it is possible to have eight boilers 
set on the test floor ready for test at one time. 

In order to save labor, above each boiler location a 
trolley beam is fixed with a trolley for chain hoist so that 
the test boilers may be erected and taken down rapidly. 

A set of four thermocouples is located in the 100-foot 
stack, seventy feet above the ground, for the purpose of ob- 
servation on chimney performance. Readings are taken 
on these thermocouples, parallel with the readings on the 
thus permitting 
flow of chimney gases and 
This equipment 


thermocouple in the boiler smokehood, 


determinations on the per- 
formance at varying rates of combustion. 


is used to measure velocity of gas flow. 
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typical chart showing test on a radiator valve 
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Fig. 1.—Boiler tests are recorded on log sheets like the one shown above 


the total percentage of ash and clinker checked against 
the percentage of ash by analysis. 


The method for controlling the rate of combustion, 
while not unusual, is not universally used, although recog- 
nized by many combustion engineers as the most logical 
means for such control, this being accomplished entirely 
by the adjustment of the blast gate in the stack breeching. 
By this method the ash pit door is always open and the 
check damper in smokehood always closed, with the slide 
damper in the fire door opened or closed as combustion 
requires. This method gives an unusually steady control 
of the rate of combustion. 

As a rule, a series of five tests are run upon one boiler 
set-up, with all but the drive test, usually the first of the 
series of controlled tests. The procedure in conducting 
the series is as follows: After the first test, a series of 
average draft intensities are selected as representative of 
the range over which the boiler will operate. These drafts 
which may be, for example, .20, .15, .10, .05 and .01 inch 
of water, are given to the operator with instructions to 
set his blast gate to give these drafts in consecutive order. 
This he does, making tests covering the fuH range of ca- 
pacities for that boiler. When the boiler is operating 
on stove-size anthracite coal, a certain specified draft 
can be maintained throughout the test with such uni- 
formity that the maximum variation does not exceed 
.02 inch. It will thus be seen that boiler opera- 
tion by this method will be extremely regular 
and will produce very consistent results in 
efficiencies. 


OPERATORS SHOULD BE SPECIALLY 
TRAINED 

FACTOR that is regarded as extremely im- 
A portant in the conduct of a 
boiler test is special training for the operators. 
It is not easy to find a man well adapted to this 
work. The characteristics essential to success- 
ful operation are patience and an alert, observ- 
ing, comprehending mind, with sound practical 
This combination is difficult to find in 
the type of men available for this work, for in 
addition to having the above characteristics they 
must be skillful firemen. It is men with these 
characteristics that are sought, and with careful 
training are developed into very satisfactory 
operatives. In the conduct of these tests two 
methods of starting and stopping are employed. 
These are approved by the A. S. H. and V. E. 
code for testing, but the new fire method, which 


successful 


sense. 
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By means of a small jet tube inserted in an 
elbow at the end of a ten-foot piece of '%-in. 
pipe attached to a %-in. hose line, the operator 
is able to extinguish the fire safely, quickly and 
conveniently at the conclusion of the test. With 
experience it is easy to determine the right 
time to stop using the water, so that the fuel 
bed will not be drenched, and when this is done 
the ashes are removed from the boiler and 
placed in cans in as dry a condition as if no 
water had been applied, all the water used in 
extinguishing the fire having evaporated. 

To check against too much water being used, 
the water applied is drawn from the calibrated 
boiler feed tank, so that the exact weight of 
water used can be determined, and as a further 
check, the percentage of ash from the test is 
checked against the percentage of ash by anal 
ysis. By this means excessive moisture in the 
ash is guarded against. The effect of too much 
moisture would be a decrease in the amount of 
fuel charged to the test with a resultant increase 
in percentage of efficiency. 


Fig. 3—Another chart showing test data on a radiator valve It is explained by its advocates that the effi 


is preferred to the continuous method, has finally been 
resorted to. 

The code states that with the continuous method, the 
boiler shall be operated under test conditions for at least 
one firing period and not less than one hour before start- 
ing the test. A heating boiler is not cleaned, as a rule, 
oftener than once in twelve hours, except when soft coal 
is used, so it has been found that the preliminary fire 
should be run for at least one cleaning period, or approxi- 
mately twelve hours before starting the test in order that 
the fuel bed may be in the same condition at the start of 
test as at the conclusion. It is stated that if this is not 
done, it is impossible to judge accurately the compara- 
tive state of fire at the start and stop of the test, with 
the result that there is a tendency to overestimate the 
quality of fuel on the bed at the stop of the test, due 
to the excess amount of ash and clinker underneath. 


When the quantity of fuel on the bed is over- 
estimated at the conclusion of the test, too little 
fuel is charged against the test, with the result, 
it is stated, that the efficiency of the boiler is 
erroneously high. It is claimed that the ma- 
jority of engineers of broad testing experience 
have encountered this difficulty and conse- 
quently make use of the new fire method, par- 
ticularly when hard coal is used for testing. 

For extinguishing the fire at the conclusion of 
the test a method has been employed that is in 
use at some of the other boiler test laboratories. 
This is according to some opinions more con- 
venient and reliable than the means suggested 
in the code. 

The code prescribes that the residual fire shall 
be drawn from the boiler at the conclusion of 
the test and placed in covered ash cans. It is 
explained that as most consistent results are 
obtained by stopping the test at the time when 
the fire has burned down to but not below the 
point when cleaning and replenishing is resorted 
to in the usual operation, it is apparent that 
to attempt to remove an actively burning fuel 
bed from a boiler is not only dangerous but 
too extended in time to be an accurate means 
of handling the fuel. Consequently, a jet of 
water is used to extinguish the fire. 





Top, left: 
peratnres; 
set-up for small boiler; bottom, right: General view 


ciency by the new fire method is slightly under 
the efficiency obtained by the continuous method, indi 
cating that the above difficulty is not frequent; on the 
other hand, that the new fire method does not give too low 
a percentage of efficiency as indicated by the fact that 
some of the boilers tested have shown as high as 80 per 
cent efficiency, a percentage reached by only the best heat 
ing boilers, and by only the most elaborate power boiler 
installations in which are included furnace, boiler and 
economizer. 

The tests are recorded on log sheets, like that shown 
in Fig. 1, and the results are summarized on charts pat- 
terned after the charts published by the Heating and 
Piping Contractors National Association, with the excep- 
tion that the operator uses as his horizontal unit ‘‘pounds 
of fuel burned per sq. ft. of grate per hour” instead of 


“output in sq. ft. of radiation’ found in the chart of the 
Heating and Piping Contractors National Association 


(Continued on Page 43) 
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Radiator test with thermocouple to mensure surface tem- 
top, right: Showing detail of set-up; bottom, left: Test 
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The Round Table takes up a new 


ING PROBLEM | 


Study this problem, copy the layout on the following page and then draw in the pipe 
Send your solution to “Domestic Engineering” and it will be analyzed by the 
Round Table Chairman and discussed by him in a Round Table article a few weeks later 








T this session a very 
A interesting problem 
is presented to the 
members of the Round 
Table for solution. It shows 
a difficulty that is fre- 
quently encountered. Many 
hot water heating jobs are 
installed and when one 
does not circulate freely it 
is, in most cases, a problem 
to determine the of 
the trouble. 

The trouble job presented 
here, considerable 
worry to four heating con- 
tractors who were called 
by the different 
times. Various changes 
were made and innumer- 
able suggestions were of- 
fered but the heating 
system failed operate 
satisfactorily and the four 


seat 


caused 


owner at 


to 





heating contractors were 
— — forced to give up and ac- 
yle » defeat. The 

W. I. Gebhardt, Miamisburg, knowledge def A 
Ohio, n member of the Round trouble was an unusual 
Table. one and extremely hard to 


locate, and for this reason 
all those that tried faithfully to solve the problem failed. 
So we going to try it out on the members of the 
Round Table. 

Fig. 1 represents a building in the form of a T. 
A, B and C formed the original building. These were 
heated by a hot water heating system. Radiators were 
installed as indicated on Fig. 1. A hot water boiler E was 


placed where shown and a 2%-in. main was installed up 


are 


Wings 


to point F. From this point the main was reduced to 
2-in. ending at H. Here a 2 by 1%-in. by 1-in. T was 
installed to feed the 1-in. line in wing B. The branch 


line to wing C running into the 2% by 2 by 1%4-in. T at 
F fed the radiators located in wing C. This installation 
operated very satisfactorily and the circulation was all 
that No trouble of any kind was 
experienced with the system. 

After the system had been in operation for two years, 
the owner decided add wing D on the rear of the 
building thus forming a cross. When this wing was built, 
additional radiation, as indicated in Fig. 1, had to be in- 
stalled but it was believed that the hot water boiler E 
was too small to supply the additional radiation in wing D. 

It decided install a larger boiler in order to 
assure the heating of this wing. The heating contractor 
believed that the main supply line was of sufficient size 
to take care of the additional radiation installed and no 
changes were made on the entire heating system up to 
point H, Fig. 1. The plug in the 2-in. by 1%-in. by 1-in. 
T was removed and the 1%-in. supply line extended into 


could be expected. 


to 


was to 
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wing D to feed the radiators. The original return line 
ended at H also, and no changes were made on the return 
line, except that the plug in the tee at H was removed and 
1%-in. return line extended into wing D. Both the 
supply and the return line were of the same size all the 
way through. No change of any kind was made on the 
return line connections in wings A, B and C. All the 
heating contractor did was to extend the return line into 
wing D. 

When the heating system was started, it was found 
that all radiators in wings A, C and D heated perfectly, 
but the radiators installed in wing B would not heat at 
all. Let us remember that no changes were made on the 
connections of both, the supply and return. And in spite 
of this fact the radiators that originally circulated per- 
fectly would not heat no matter what changes were made 
to induce them to heat. 

The chairman was called on this job, and after studying 
the problem it was decided that the trouble could be 
only—well, the defect was corrected. When the boiler 
was fired up again, all radiators heated satisfactorily and 
no trouble has been experienced since then. 

WHAT WAS THE TROUBLE? WHY DIDN’T THE 
RADIATORS IN WING B HEAT? WHAT WOULD THE 
CLASS SUGGEST SHOULD BE DONE TO MAKE THESE 


a 


RADIATORS HEAT? WHAT CHANGES, IF ANY, 
SHOULD BE MADE IN THE PIPING LAYOUT? 

The class should carefully consider this problem. It 
illustrates one of the troubles that occurs frequently. It 


is puzzling at times to locate a difficulty of this kind. Fre- 
quently days are spent on such investigation. Your chair- 
man believes that this is typical of heating difficulties 
that are frequently encountered by heating men. 

The fact that the job circulated properly before wing 
B was added, should be carefully considered; also that 
no, pipe changes were made, and that the only change 
was that a larger boiler was installed. 

After the trouble had been remedied, your chairman 
made some investigation and found that this trouble is 
frequently encountered where there would appear to be 
no reason for it. : 

There are only two ways of solving this problem. Both 
of them are effective. If possible, the class should work 
out both remedies, but each Round Table member is urged 
to submit at least one solution. How many good “trouble 
have in the Round Table? I know each 
member enjoys solving trouble jobs, so here is one that 


. 


shooters’ we 
will test your ingenuity. 

Your chairman suggests that each member of Round 
Table send in a drawing and a letter explaining why the 
radiators did not heat, also how he would cure this 
trouble. 
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Definitely merchandized windows sell goods for this plumbing 


Coto sy 
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store 


Plus Overhead 


By MILT MARVELS 


OU HAVE heard, of course, of the story of the blind 
men who felt of the elephant. One felt of his trunk, 
and told the others the beast resembled a snake. 


Another felt of his side and said the animal resembled a 


barn. The third felt of the hind leg of the elephant and 
said the others were wrong, the animal was built like a 
tree The moral of the story is that your viewpoint de- 


pends entirely on how much you see. In the plumbing and 
heating business that means that if you are content to sit 
back on your chair and only get such business as comes to 
different of the 
does the man who goes out to dig up new customers. 


business than 
I 
believe that the men who are continually crying that this 
the the world, the 
fellows who have seen or felt only one side of it, and are 


not fully qualified to speak. 


you, you will have a idea 


business of ours is worst one in are 
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The men who have not stopped at feeling only the trunk, 
one side, or the leg of the elephant (if I may make that 
comparison), are the men who really know all the pos- 
sibilities of the plumbing and heating business, and are the 
ones who believe in it. They are the ones who are proud 
to be master plumbers. 

Such a man is a master plumber on whom I called re- 
cently in Indianapolis. He started in business five 
ago in an old building which he bought from another 
master who could not make it pay. For a small down pay- 
ment the place was bought, and the good will of the busi- 
ness was “thrown in.’’ It so happened that there was no 
“good will,”’—there were no customers. The shop had to 
remodeled and cleaned, and the stock hand 
eventually sold to a junk man. So you see only a man 
with the right program could be successful in such a place. 


years 


be on was 
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But Frank Irish, just out of the army a short while, had 
a lot of good ideas, one of which was that he could make 
some money by conducting a plumbing and heating busi- 
ness along business-like lines. So he promptly forgot all 
about the fact that his predecessor had “flopped,” and be- 
gan, on the ruins of an unsuccessful business, to lay the 
foundation for one of the most successful of all the plumb- 
ing and heating establishments in Indianapolis. 


MAKING THE FIRST SALE—PLUS OVERHEAD 
NE day, while he was still cleaning the debris out of 
his newly acquired place, a friend came in and told 
him that a certain party was to build a home and had not 
yet let the contract for the plumbing. Mr. Irish got the 
necessary information and bid on the job. He knew there 
was such a thing as overhead expense, but he did not 
know how to figure it, as he had just started in business 
and had no basis for comparison. He had heard, from a 
master he had worked for, that overhead averaged twenty 
percent, so after he had figured his cost for materials and 
labor, he added twenty percent to cover overhead. Then 
he knew that he must make a profit, so he added 12% 
per cent to the gross, for profit. His bid totaled $410. 
He next showed his bid to the man he had bought out, 
and was promptly told that he had no chance. He was 
much too high. The job would go for $350. But the new 
business man was in business for the purpose of making 
money. 
and I thought that the public should pay for the service I 
could render. They gladly pay a doctor or a dentist, why 
should they not pay a master plumber too?’’ He sent in 
his bid as he had figured it. He thought he would rather 
have some other plumber get the job if he could not make 
a fair profit. 


As he said, ‘‘Z was proud to be a master plumber, 








Every available foot of space is used for display. 
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His bid was high. The owner called him and asked him 
to cut his bid only ten dollars. “I want to help you out,” 
he said; ‘“‘you are just starting in business, and I would 
like to help you, so if you will do the job for $400 you can 
start.”’ Mr. Irish had no intention of cutting his bid. “If 
you want to help me,” 
cut my bid and make you a present of a ten-dollar bill. 1 
gave you my very lowest figure, and 
high-class job. If I could do good work at a lower figure 
I would have submitted a lower bid.’’ He got the job, and 
in checking up afterward found that he made seven dollars 
less than he had figured. But he had started out on the 
right foot. He bid for work on the basis of his own prices, 
and did not worry about what the other fellow bid. He 
then took it upon himself to sell his work to the public 
said Mr. Irish, ‘I 
decided to let the public know that I was busy, so I had 
several large signs made and put them on the buildings 
where my men were working. I have found that to be a 


he replied, ‘‘you will not ask me to 


intend to install a 


“When I began to get more business,”’ 


very effective way of advertising.’’ People like to patron 


ize a merchant who seems to have the confidence of a 
large number of customers. Mr. Irish was the first master 
plumber in Indianapolis to use signs on his 
many followers now, and has been commended by 
plumbing inspectors for that The 


it a simple manner to locate a job for inspection, if all 


jobs He has 
the city 
move. inspectors find 
those under construction are marked by means of a large 
sign bearing the name of the firm doing the work 

In a large measure, Mr. Irish’s success is due not only to 
the fact that he accepts jobs on his own figure, but also be 
cause he is alive to the possibilities of selling more equip 
ment and accessories than are specified by the architects 
told me of instance of such a sale, 


or owners. He one 


where he sold the owner forty dollars worth of bathroom 
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It was from this display Mr. Irish sold the closet combination, as described in the story 


accessories in addition to the specified materials. He sold 
that the latter gave him full 
authority to fit out the bathroom. The profit from that 
forty dollars worth of accessories was all net. Labor or 
other uncertain quantities could not cut into that. 


the owner so thoroughly 


FROM $1,300 TO $3,900—BY SALESMANSHIP 


66 E JUST received a contract this morning,” said 

W Mr. Irish, ‘“‘which totals over $3,900. Originally 
it was for $1,300, but the owner was building a wonder- 
ful home and I knew that he needed a few more things 
to make it modern. I saw him and sold him a water 
softener and a sump pump. The specifications called for 
a hot air furnace for heating purposes. I have an oil 
burner in my home, and I would not trade it for any 
other method of heating, I am thoroughly sold on it, so I 
told the owner about the oil burner. He needed one for his 
It was a modern home in every other respect, so 
oil burner 


home. 
the owner listened to reason and bought an 
too. So instead of a contract for only $1,300 I have one 
for three times that much, or $3,900.” 

That’s what I call salesmanship. Any man who can go 
out and sell a customer $3,900 worth of goods when the 
customer had made up his mind to spend around $1,300, 
is a salesman of no mean ability, and points the way for 
a number of other master plumbers. If every master 
plumber tried to sell just a few extra items on every con- 
tract, there would be no more “‘kickers’’ who are sure that 
this business is “going to the dogs.” 

The sales methods of Mr. Irish bring in new customers 
too. Of course the class of work he does makes people 
tell their friends about him, but he always sells cus- 
tomers so thoroughly that they stay sold. One Indianapolis 
firm has given him contracts for 1,500 jobs. When a cus- 
tomer is that well sold on a contractor, it is a sure sign 
that his methods are right. 

Mr. Irish does much of his work for the owners of build- 


ings instead of through the general contractor, and be- 
cause he always tries to sell something extra, I wondered 
just how he treated people who had laid aside just so 
much, and no more, money for plumbing. Any number of 
people will accept a low bid in place of a higher one just 
because it is lower, and they feel that they cannot afford 
to pay more at the time they let the contract. 

“Why, when a person is perfectly responsible, we allow 
him to pay for his work on the installment plan,” said Mr. 
Irish. “Several of the local banks started to discount 
paper taken in on installment plan work, and now al- 
most all of the loan companies in the city will take the 
paper. But I carry my own accounts. The loan companies 
and bank charge ten per cent for taking up the notes, and 
that is added to the bid. When I carry my own accounts 
I add the ten per cent just the same, but it is more profit 
for me. I have lost something like thirteen dollars in 
several years.” 

While he told me of his time payment plan a lady 
walked into the store and paid four dollars on her account, 
as if to prove to me that he was right. Mr. Irish greeted 
the lady cordially, called her by name, and thanked her 
for her payment just as sincerely as he would have thanked 
a customer who came to pay cash for a ten-thousand dollar 
job. That lady is a satisfied customer, and she will cer- 
tainly tell her friends to ‘‘deal with Frank Irish.’”’ 

“The automobile industry has helped us a lot as far 
as our time payment plan is concerned,” continued Mr. 
Irish after the lady had left. ‘‘The public is used to paying 
extra for the privilege of buying merchandise on the in- 
stallment plan, and when I tell a customer that I will 
carry an account on that plan, but must add ten per cent, 
I find it is expected. Just a few days ago a lady gave me 
some work amounting to only $230. She wanted to pay 
for it within a number of months, and I added twenty- 
three dollars to the bill. She said she was used to paying 
extra for goods bought on time, and had figured on it as 


a matter of course.” (Continued on Page 49) 
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A union you can trust--- 


NO GASKET 
NEEDED 


A wrench is all that is 
needed to make up a 
joint with an EXCEL 
UNION. No time 
is wasted cutting a 
gasket, looking for a 
gasket, or trying to 
make a gasket tight 
after assembly. 
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Most unions look a good deal alike, but 
they don’t all act alike, and if there’s 
one thing about EXCEL UNIONS that 
we take particular pride in, it’s their 
performance. 


They make up easily, of course, but what 
we want to drive home is the fact that 
you can leave an EXCEL connected line 
with the sure knowledge that as far as 
the unions are concerned it is right— 
and will stay right as long as the pipe 
metal lasts. 


Why risk your reputation—and repeat 
business— on ordinary unions when you 
can make a better, tighter and quicker 


joint with EXCELS? 


PROVIDENCE FITTINGS CO. 


7 WATER STREET or $3 BOSTON, MASS. 


NEW YORK OFFICE: 210 E. 45TH STREET 





Mention Domestic Encinger1nc when writing advertisers, 
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Variations in Plumbing Practice 


The Schoolmaster and his class discuss twenty-six solutions 
of a recent plumbing problem 





























OW that summer is over, and cooler weather has 


Z vai “ 
come, we shall expect to do more with our plumb- 


Fig. 1 
t | ing problems than we have done during the sum- 


mer, and we shall also expect the Class to get down to 
business again, and to do more and better work than 
during the previous period. 

Quite a number of members are sending their corrected 
drawings in for publication, but do you realize that in 
addition there are hundreds of men connected with the 
trade who are working out these problems and never 
sending them in? ; 

At a recent convention of sanitary engineers, which 
the writer attended, the chief plumbing inspector of one 
of our large cities told the writer that he looked upon the 
“Schoolmaster” work as the greatest educational force in 
effect at the present time for the benefit of the plumbing 
trade. This official says that he keeps these ‘“School- 
master”’ articles in a file, and in explaining and demon- 
strating various principles of plumbing to those who come 
before him looking for instruction, or who have to be cor- 
rected, he freely uses our Class discussions in making 
these things clear. It did the Schoolmaster a lot of good 
to know of this fine use that is being made of our discus- 
sions, and he is glad to pass the good word along to the 
Class. 

Our principal work at this session of the Class concerns 
the correction of the plumbing problem of August 21, 
page 28, with some other corrected drawings on previous 
problems, sent in too late for earlier publication. 

The corrected drawings to be discussed are the follow- 
ing: 

To new members of the Class, it should be explained 
that the Plumbing Problems are published on alternate 
weeks in “Domestic Engineering.” Readers send in their 
solutions. The solutions sent in over a period of four 
or five weeks are then commented upon in a “School- 
master” article. This is a “Schoolmaster” article. 

F Fig. 2.—Ralph I. Wilhelm, Akron, O. 

Fig. 3.—Domingo Vega, Brockton, Mass. 

Fig. 4.—Phiiip H. Chase, East Harwich, Mass, 

Fig. 5.—Carl D. Weber, Covington, Ky. 


Fig. 6.—Robert T. Harris, Milliken, Colo. 
Fig. 7.—F. W. Behler, York, Pa. 


IG. 1.—R. Campbell, Pueblo, Colo. 
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Fig. 3 Fig. 4 
Fig. 8.—R. Zimmer, Bronx, N. Y. 
Fig. 9.—Edward Muhlenpoh, Lockland, O. 
Fig. 10. Edward Speck, Buffalo, N. Y. 
Fig. 11.—-H. J. Taylor, Flint, Mich. 
Fig. 12.—Walter Biegel, Rochester, Minn 
Fig. 138.—Louis Liess, Union City, N. J. 
Fig. 14.—Walter H. Smith, Wilmington, Del 
Fig. 15.—Charles Musselman, San Francisco, Calif. 
Fig. 16.—‘J. D.,” no address 
Fig. 17.—John Cersosimo, Concord Junction, Mass 
Fig. 18.—James Lake, Utica, N. Y. 
Fig. 19.—‘F. K.,”" Cleveland, Ohio. 
Fig. 20.—“J. D. K.,” U.S. A. 
Fig. 21.—Clarence Wilkie, Schenectady, N. Y. 
Fig. 22.—Walter Biegel, Rochester, Minn. 
Fig. 23.—Michael Giba, Youngstown, O. 
Figs 24 and 25 John Cersosimo, Coneord Junction, Mass 
Fig. 26 Joseph B. Bush, Providence, R. I. 


For the benefit of those who are not acquainted with 
the work that we are engaged in, we would say just a few 
words in explanation. 

From time time there 
Engineering” we term @ 
problem drawing, if we may so turn the words about, is 
sometimes a plumbing elevation showing various incor- 


in ‘‘Domestic 


Problem.’ 


to is 


what 


published 


“Drawing ’ This 


rect connections and practices, and it is the duty of those 
who are following the work to make a new drawing show 
ing the plumbing properly installed. At other times prob 
lems of somewhat different character are given. Always, 
however, the idea back of the problem is educational—to 
instruct readers who will spare the time in gaining a clear, 
workable knowledge of modern plumbing methods. 

Those who are working out these problems and send 
ing them in for publication comprise the Class, and the 
writer has the proud distinction of being the Schoolmas- 
ter. The work of the Schoolmaster’s Class is now known 
far and wide as one of the leading factors in the great 
educational program that is being undertaken for the ad 
vancement of plumbers and plumbing. 


Plumbing Problems are published every other week. 
Readers send in their solutions which are commented 
upon in a “Schoolmaster” article. This is a “School- 
master” article. 


There is room in the Class for all who would like to 


come into it, and now, at the beginning of the season’s 
work, is a good time to start in. 
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Our discussion of the present drawing problem is as 

follows: 
In this problem it is to be remembered that certain 
things were laid down in the statement accompanying the 
problem. The house drain was partly shown, and was 
carried on the basement ceiling. This means that the sur- 
face water must be lifted into the house drain by means 
of an automatic cellar drainer. The proper connection 
of the cellar drainer is one of the features of the prob- 
lem, and the proper handling of the basement sink is an- 
other feature. 

Fixtures 1 to 21 were to be served by the soil and vent 
stacks indicated on the original drawing, and no other 
fixtures allowed to enter either of the two stacks. Cir- 
cuit or loop venting was to be used on groups 7 to 13, 
14 to 21 and 35 to 38. 
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Fig. 6 


Instead of repeating the discussion concerning the cellar 
drainer connections and the use of the basement sink 
over and over, we will take up these subjects before dis- 
cussing the individual drawings. 

It is perfectly O. K. to discharge the cellar drainer 
into the house drain of the gravity system, but this con- 
nection must direct connection. It is always 
wrong to have a direct communication between the drain- 
age system and the water supply system, owing to the 
danger of the pollution of the latter. This subject of pol- 
lution is constantly claiming more attention, and justly so, 
for too great attention cannot be given to obtaining and 
maintaining pure water supplies. The proper method 
then, of discharging the cellar drainer, is by means of an 
indirect connection. Fig. 2 shows an indirect connection 
into a special sink, and such a method is O. K. 


not be a 


Now as to the basement sink. There are many who 
will say that it is good practice to discharge a sink or a 
set of wash trays into a cellar drainer pit, and raise the 
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sewage into the gravity system by means of the cellar 
drainer. 


All that is necessary in order to become a member of 
this world-wide plumbing class is to send in a solution 
of a plumbing problem. They are published regularly in 
“Domestic Engineering.” 


URTHERMORE, makers of cellar drainers state that 
F this device will work as satisfactorily in lifting 
sewage as it will in lifting clear water. Readers of ‘‘Do- 
mestic Engineering’ are urged to send in reports of their 
experiences with cellar drainers. Such experiences should 
interesting and instructive. There is a great ob- 
jection, of discharging such waste as comes 
from a sink into an open well. This would result in great 
nuisance. It may be said that this could be overcome by 
flushing it out periodically, but that sort of thing is 
often more easily overlooked than remembered, All things 
we would think the best thing that could be 


be very 
course, to 
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done with this cellar sink would be to omit it entirely, 
or remove it to the floor above. 

Now we will proceed with the drawings. 

Fig. 1.—3 and 6 appear to have crown vents. Instead 
of using the basement sink for receiving the refrigerator 
and fountain discharge, it would be better to move this 
sink to the floor above, as in Fig, 4. The cellar drainer 
should have an indirect connection, as in Fig. 3. The 
fact that it is trapped and has a back pressure valve does 
not make the connection right. Even if it were O. K. to 
use the cellar sink as shown, there would be no need of 
venting, as there is no condition that would possibly pro 
duce siphonage of the trap. 

Fig. 2.—There seems to be some inconsistency in the 
way the circuit venting is handled in this drawing. In 


(Continued on Page 69) 
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For Satisfactory Service! 


You can bank on the satisfactory service the Simplex Flush 
Valve will give on any installation. Whether it’s a big hotel job 
or a private residence, the Simplex Valve will give the service 
your customer demands—without any worry on your part. You 
don’t have to take down the Simplex to clean it: a turn of the 
time-plug opens the by-pass to full capacity—then one or two 
flushes easily and quickly removes all foreign matter from the valve. 
And a mere turn of the wrist adjusts the Simplex for any water 
pressure. 


Standardizing on the Simplex means your installation profits are 


protected. From your jobber. 


Office and Warehouse Carrying Stock of Perfection Products and Simplex Flush Valves 


ame 234 WATER STREET, NEW YORK CITY 


Gstablished 1894 
NEW BRITAIN, CONN. 
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Rising Stem Valve 
Added to Flexitite Line 


EATURES that have pop- 
ularized other O-B Flexitite 
Disc Gate Valves wherever 
they have been used, are also 
included in this new member 


of the Flexitite Disc Gate 
Valve Family. 


In addition this new No. 21 
Line valve has a rising stem. 





Valve users frequently prefer 
a rising stem type valve, as they can 
tell at a glance whether it is open or 
closed. 


You are acquainted with the out- 
standing advantages the Flexitite 
Disc affords, a feature exclusive to 
O-B valves. It has a one-piece con- 
struction with two-piece flexibility, 
combining the good points of the 
solid wedge type disc and the two- 
piece disc in one, without the weak- 
ness of either. 





This new rising stem valve is equip- 


No. 21 Line : e . . 
oe : we . xed with a packin land. Sectional View 
Rising pen oo" Disc : , nie No. 21 Line Rising Stem 
ate Valve ; : : a * 
(Patented) The big winning point—IT WILL Flexitite Disc Gate Valve 


(Patented) 


NOT LEAK. 


Your wholesaler will show you one 
of these valves if you ask him, and 
- that will convince you. 
Ohio Brass Company 
Mansfield, Ohio 
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A scene in one corner of the core making department 
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MAKING CORES 





The picture at the left shows en- 
larged outer surface of sand core 
made of sand of indifferent quality. 
The picture at the right shows en- 
larged outer surface of core sand 
that is desired by faucet manufac- 
turers. The spaces between the 
grains of this sand give more 
chance for gases to escape 





BOVE is 
shown a 
worker in a 

core room. In 
front of the worker, 
shelf are 
cores lying in core 
driers. The core 
drier is a_ metal 
shell which fits the 
contour of the low- 
er half of the core. 
This enables’ the 


on the 
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core to hold its shape while it drys and while it is being 
baked, after which it possesses a certain amount of firm- 
ness and rigidity. At the bottom of the picture the tools 
used in making cores may be seen. From left to right are 
shown a core drier, the lower half of the core box with a 
core in it 
and the up- 
per half of 
the core box. 
The sand 
mixture is 
pounded in- 
to each half 
of the core 
box or mold. 
Wires are 
then placed 
in the core 
in such a way 
as to give it 
strength 
and rigidity. 





A core testing machine 
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What about the inside of the fittings you buy? 





























The Photographs show the Finning, Gauging, and Inspection of Cores 


A man with a clean collar may have a sore throat. 


After all it is not only the exterior of a malleable iron 
pipe fitting that is of importance. A rough interior 
means resistance to flow, increased rust or corrosion and, 
not infrequently, a stoppage of the pipe line. 


Everyone knows the smooth, bright exterior of all 
<a> fittings. Careful selection of core sand and the care 

in making and inspecting cores are responsible 
for the similarly unusual interior, finish of these fittings. 


MALLEABLE IRON FITTINGS CO. 


BRANFORD 
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Advertising Editorial 


A NEW ONE EVERY WEEK— No. 243 





Regulated Heat 


ILL produce the healthiest and most 
comfortable conditions in your home. 
Great fluctuations in temperature are, ob- 
viously, dangerous. Under-heated or over-heated 
rooms are alike productive of colds. Besides, 
there is the great comfort of being able to set 
your regulator so that you may get up in the 


morning to a warm house. 





When you If you will telephone us, we will be glad to 
ioe a send a competent man to explain the heat reg- 
com plimen- ulating devices we carry. They can be installed 
aay Say we without shutting down your heating plant. 


“The Story 
of the Bath.” ’ 
Every mem- (In this space your Name, 


ber of the nis 
family will Telephone, and 


like it. Address) 











ALES LETTER 
One a Week No. 80 





Below is a letter which ought to bring 
good results. Send it to a selected list of 
prospects who need heat regulation. They’ll 
be thinking along those lines now. 


}; O FB N BROWN 
Plumbing : Heating 


Two Rivers, N. Y., 
November 13, 1926. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Every household knows the annoyance of 
unequal heat—of hours waiting for the house 
to get warm, and other hours waiting for it to 
cool to a more bearable temperature. The 
heating plant which is regulated by hand 
will always produce those conditions because 
it is difficult to control it accurately. 

We specialize in heat regulating devices 
with which it is possible to keep the house 
temperature at a comfortable level through- 
out the day, and, with practically the same 
process as setting the alarm clock, you may 
be assured of a warm house at any hour you 
choose in the morning. 

Aside from the comfort—-the even tempera- 
ture, eliminating the need for running into 
the basement for every setting of the drafts 

-it is more healthful to avoid great fluctua- 
tions in temperature. Over-heated and under- 
heated rooms are alike responsible for colds. 

If you will telephone us we will be glad 
to send a competent man to explain the ad- 
vantages of our heat regulating devices. You 
will be interested to know that such a device 
may be installed without interrupting the 
heat for a moment. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 101 


GLANCE through your daily paper will in- 
A dicate to you that not all advertisers use 
large space. Many advertisers have found that 
the consistent use of advertising in as little 
space as the Adlet below, has brought results. 
The Adlet covers the same merchandising idea 
as the Advertising Editorial and the Sales Let- 
ter, and it will do its part in building business. 
Copy out the one below, add your name, address 
and telephone number and hand it to your paper 





Advertising—Master or Slave? 


HE MAN who doesn't advertise is a slave to his competitor’s adver- 
tising. For the man who advertises is master of the situation. It 
is he who sets the standards which the public demands in the work it 
buys. He sets the pace which his competitors must keep. He leads 
where others must follow. That’s why his business, other things being 
equal, grows more quickly. 
Commence this week using the Advertising Editorial service. $4.20 
for twelve illustrations if you want them. Or you can use the copy 
without the illustrations. However you use it, commence now. 
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Heat Regulation | 

Sven temperature, a warm house in 
the morning by a process much the same 
as setting the alarm clock-——these are 
the advantages of heat regulation. Let 
us send a competent man to explain. 
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Plumber: 
M. J. Corboy 
Architects: 
Brust & Phillips 


Helping to Make Installation Costs 
| Final Costs 


| 
| 
| Alvernia High School 
| 
| 
| 
| 


a’ 


wrt ‘ 
r aa Fe rabbis: 
Jibeyey, 
7 Semult High School 
Summit, N.J 


that glitters.” This is especially applicable to plumb- 
ing. Beautiful white fixtures with shining brass fittings 
mean little until they have undergone the tests of time. 





Plumbers: 
A. Taafe & Co. 
Architects: 
Guilbert & Betelle 


After a few years of service, plumbing begins to show its true 
value. Cheap, poorly constructed fixtures rapidly wear out and be- 
come useless. Then comes the expense of repair and replacement. 


It is with this in mind that so many architects, plumbers, and 
school boards specify Clow for all plumbing. 








All Clow equipment is careful- 


Viroqua High School ly designed, manufactured ac- 
Viroqua, Wisconsin ne ° 
| aioe cording to exacting standards, 
Smith Hardware Co. 
Architect: and put through complete 
E. J. Hancock 


| “set-up” tests before shipment. 
. As a result, perfect quality, fit 


and operation are assured. 





These things, in connection 








| i with an impressive list of | 
Glamthore Normal School Clow installations that are liv- 
Plumbers: j » > | 
Hea mere ing through their fifth, tenth, | 
Architects: > Tes -ePruvic | 
PP ns 5 and fifteenth year of service, 
stare ictaceci show why Clow helps to make 


installation costs final costs. 


+ 


ft” has 
ae The geet JAMES B. CLOW & SONS 
Brie, obit 201-299 North Talman Avenue 


Bronxville High School . . : 
New York City CHICAGO 








Plumbers: ? ; ; : 
Moran Engineering Co. Sales offices in principal cities 
Architects: 
Guilbert & Betelle 
Harry Leslie Walker 

















r a S S Oo we S S 
Woodrow Wilson High Schoo! PREFERRED FOR EXACTING PLUMBING SINCE 18-8 
| Plumbers: 
' George E. Gibson Co. 
7 har 3 


Guilbert & Betelle 




















A Pacific Coast Oil Burner Installation 














F. G. ECKHARDT 


burner installations are more 

common than they have ever 
been before. Here is one from 
the Pacific Coast: 

The building illustrated con- 
tains a 2-story dwelling on one 
side and 2 apartments on the 
other side. Sach has separate 
thermostatic control. In other 
words, should the occupants of 
the residence wish to close off the 
heat before going on a trip, the 
thermostat can be set so that no 
heat will enter the residence while 
the apartments will have all the 
heat they require. 


[ Sorner in and effective oil 


The apartments are equipped 
with a double control which might 
be explained as follows: Should 
the occupants of the upper flat de- 
cide to close up their home for a 
month or two, the radiators may 
be closed off, and by operating a 
switch in their apartment, their 
thermostat will not function. It 





’ 











| 
| 
| 
| 


, 











Above—the building, containing living quarters for four families. Below—the oil 
burner installation, showing control switches, ete. 
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A Heating Boiler 


of Unusual Excellence 


The Pierce Pebco has 
many excellent features; 
the outstanding one 
however, is its long and 
honorable record of faith- 
ful service in nearly 
100,000 homes. 


Pierce, Butler & Pierce Mfg. Corp. 


General Offices: 
41 E. 42nd St. New York, N. Y. 
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is so arranged, however, that the thermostat in the lower 
apartment can be made to take care of the temperature 
in the upper one. All of this thermostatic control is 
accomplished by thermostats, electric motors, hydrostat, 
pressurestat and room thermostats. 

The domestic hot water supply is taken care of from 
the steam plant that heats the residence and the apart- 
ments. It has a steam coil in the tank and a balanced 
lever valve on the steam main leading to the coil. This 
valve is operated automatically by the use of a hydrostat 
installed in the tank, this instrument being wired to an 
alternating current motor. 

On the steam main leading to the residence a valve and 
motor may be seen, also another valve and motor on the 
steam main leading to the apartments. These motors are 
connected to the room thermostats. After the tempera- 
ture of the room wherein the thermostat is located has 
reached the desired temperature, the thermostat automat- 
ically starts the motor and the motor closes the steam 
valve. The action is reversed when the room becomes 
cool—the thermostat starts the motor and opens the 
steam valve permitting enough steam to bring the rooms 
back to the required temperature. 

In addition to the motors and valves described above, 
there is an electric time switch in the heater room which 
starts the oil burner at a certain hour in the morning and 
closes it off at a certain hour at night. From the starting 
time in the morning until the closing time at night, the 
pressurestat, which can be seen right close to the steam 
gauge, takes complete charge to the extent of maintaining 
two pounds of steam pressure from the starting time until 
the closing off time at night, so that when steam is re- 
quired for either the residence, the apartments or the hot 
water tank, the necessary steam will be available. 

In addition to the controls previously described, there 
is an automatic water feeder of the duplex type. Should 
the water line drop, the automatic feeder will immediately 
supply such deficiency. On the other hand, when the 
burner is shut off, and the system cools, and the surplus 
water returns, this automatic feeder permits the excess 
water to overflow. These controls do not require the 
services of an attendant other than the winding of the 
electric time switch once each week. 

Attention is called to the general appearance of the 
boiler room. The walls are painted white and the floor 
gray. Every installation of this burner in San Francisco 
has been finished up in this manner. This is believed to 
have much to do with encouraging others to install better 
boiler room equipment. 

The heating trade is invited to send in for publication, 
photographs and descriptions of interesting oil burner in- 
stallations. 





UNAUTHORIZED GUARANTY BY PARTNER 

N THE absence of express authority given for the pur- 
I pose or implied from a common course of business, or 
from the previous course of dealing between the parties, 
one partner cannot bind the firm or his copartners by a 
contract of guaranty. 

The burden of proof is on the party alleging the guar- 
anty, to show that the partner who signed the same had 
the express or implied authority therefor, or that the other 
partner ratified the agreement. 

When the contract of suretyship is made by a partner 
without authority, if the other member of the firm after- 
wards adopts or ratifies it and acts on it, the firm will be 
bound. Such ratification may be either expressed or im- 
plied. It may be established by circumstances and con- 
duct as well as by express statements.—Supreme Court of 
Oregon, in Nicolai-Neppach Co. v. Abrams et al., 240 Pa- 
cific Reporter, 870. 
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~ Cpyofit 4 Wire 


Millions upon millions of unseen little ‘‘busy bodies’ are prancing around on 
the electric wires that enter your shop—anxious—fighting—impatient to go to work 
for you. 

They carry a secret—a way to pull down your costs and boost your profits. 


These little ‘‘busy bodies” are electrons (electrical energy). They are on the 
job in every shop where high efficiency is bringing about low costs, and more profit 
on work done. 

Connect the plug of a No. 44 Beaver Power Drive to your light socket, and 
instantly things happen. Operations that took minutes before are now finished in 
seconds; your men, who went home in the evening all fagged out, now leave the 
job in the evening, happy with their day’s work. For the No. 44 Beaver Power 
Drive cuts up to 12-inch; threads up to 6-inch; threads bolt rounds and makes up 
fittings right in the machine. 

This Powerful Electric Fitter, like any good fitter uses the tools you now have— 
buy nothing extra. It’s a safe machine to use—the pipe revolves, the tools stand 
still. It’s a Husky machine—built for lots of use; powerful, dependable, rugged, 
sturdy and portable. Low in price, and its upkeep is practically nothing. 

The coupon below will bring you the full story. And even if you now have a 
Power Machine, you'll find some interesting angles in this folder—angles that may 
help you profit still more. 











The rden Comp any The Borden Co., Warren, Ohio. 
Warren, Ohio 
New York Office: 50 Church St., New York City Send me the story of No. 44 Beaver Power Drive—a story 


which gives some new angles on the use of Power as a means to 
lower costs and higher profits. 


R i AW E ilies... 


Street Address............. 





Money Making Tools and Machines CS SEER ES OCCT OT aE ee 
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Every week brings more 
supply houses that feature 
The Morgan Bronze line. 
This is conclusive proof of 
only one thing. The new 
accounts have made sure 


e 
WHITEHOUSE CHINA SINK FAUCET of facts. They have dis- 
ieaacattes covered that Morgan 


Bronze products are su- 
perior. 





A complete line of Built-In, 
Compression and Quick 
Compression fixtures is 
fashioned from Morgan 
Bronze, the everlasting 
metal. Each fixture is the 
most advanced of its type. 
Great endurance and in- 
genious construction meet 
with appreciation. 








THE MORGAN BRONZE CO., Cleveland, O. 


41) 22G JAIN 
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Getting at Heating Facts 


(Continued from Page 23) 


This change is necessary to enable him to record the re- 
sults directly from the test sheets to the chart, and to 
superimpose the performance curves of one boiler upon 
those of another for comparison. 

From the performance curves so constructed all the 
data that may be desired are available. They tell the 
story of boiler performance and enable the operator to 
compare one with another. Also from these curves, tables 
containing a vast amount of information may be prepared. 

The practical value of research work ig well known. At 
this laboratory the visitor learns of several instances 
where scientific analysis resulted in improved design of 
equipment. 

The manufacturer has available in the laboratory facili- 
ties for research and improvement in design. One manu- 
facturer sent a few boilers for the purpose of impartial 
checking of results, but there developed from these few 
tests, possibilities of improvements that led him to send 
other boilers for test, until eventually he had placed his 
complete line in the laboratory, not only for test but for 
observation and research. 

The net results of this research was as follows: On one 
type of boiler, by the addition of a very inexpensive detail, 
developed in the laboratory, the manufacturer was able to 
increase the efficiency of that line of boilers 12 to 17 per 
cent. On two other types, the manufacturer was able to 
verify his belief in the value of certain features in the 
boilers that he had previously been unable to demonstrate, 
and was able to tell just what they added in efficiency. 

In two other types he found it expedient to change his 
assembly of sections in order to improve boiler per- 
formance. Boiler tests in the laboratory disclosed the fact 
that one of these types should have been supplied with 
more baffle and less open sections to prevent the gases 
from going into the chimney at high temperatures. The 
manufacturer had an installation of two large boilers in a 
building in which the draft was unusually good, but the 
boilers used an excessive amount of fuel. The outlets 
became so hot that the insurance inspectors objected to 
the intensity of the heat. When the sections were changed 
this condition was remedied and both the owner and the 
contractor are now entirely satisfied. 

In another case a manufacturer who sent a piece of 
equipment in process of development to a laboratory, dis- 
covered as a result of the tests, that there had been made 
an error in the application of a certain fundamental prin- 
ciple in working out the design. As a result of this dis- 
covery, large expense was saved in the work of develop- 
ment, and possible loss through the marketing of incor- 
rectly designed equipment was avoided. 

One piece of research work at the laboratory at Norris- 
town, Pa., was the testing of a radiator valve. This valve 
was installed for test on a radiator. By means of four 
thermocouples cemented to the surface of the radiator, the 
progress of steam through the radiator, as the result of 
opening or partially opening the valve, was determined. 

Illustrations of the charts prepared from these data are 
shown in Figs. 2 and 3. They are interesting not only 
for the record regarding the valve, but also for what they 
tell about radiator performance. While there may be a 
slight error in the temperature curves, which may be due 
to conduction on the thermocouple wire or to an error 
in reading owing to the fact that the potentiometer scale 
could not be read closer than three degrees, it does not 
detract from the value of such charts for the purpose for 
which they were prepared, 

(Continued on Page 46) 























Perfect 
Heating Comfort 


There is no questioning the fact 
that, if your installation is suc- 
cessful in providing perfect heat- 
ing comfort, you are going to 
profit by the invaluable adver- 
tising that comes of a satisfied 
customer. 











Honeywell, by virtue of the cer- 
tainty and dependability of its 
functioning, and the added 
measure of convenience, safety 
and economy which it brings to 
any installation, is the one sys- 
tem of automatic control which 
can be relied upon to assure per- 
fect heating comfort. 


The leading manufacturers of 
heating boilers recommend 
Honeywell exclusively. Of the 
important automatically - con- 
trolled domestic oil burners 
listed as standard by Under- 
writers’ Laboratories, Inc., a 
majority is equipped with 
Honeywell controls. 


The Honeywell Heating Specialties Co. 
Wabash, Indiana 
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The actual size of this new Durock 
Sales Manual is 6%/’ x 94%4’’. It is 
durably bound and contains over 
sixty pages, in ten divisions, each 
thumb-indexed. Every subject is 
illustrated in an unusually com- 
plete manner. 


HIS book is designed for the 

one purpose of aiding the 

contracting plumber to sell 

more high-grade fixtures 
and so to make more money. 


Mail-order houses and “direct-to- 
you” concerns are cutting into the 
business that properly belongs to 
the legitimate dealer, because they 
are merchandising the goods they 
have to sell, and he is not. 

The remedy for this condition is 
more and better selling-work by the 
contracting plumber—telling home- 


Made of 
Duroch 








Madbury 
K-2000 


Durock is fired to such a high degree of heat that 
the picce reaches a molten state, causing the body and 
glaze to fuse together into one solid, homogeneous 
Mass. 

‘The surface cannot chip or peel off. It will not 
craze, scratch or discolor. It will not stain or hold 
dirt. Acids do not harm it. 

Such a surface cannot be applied to metal, as the 
heat required iy too intense for any metallic substance 
te withstand. 

Durock is the same as fine table-china. It never 


owners and home-builders about the The finest 
slight difference in cost and the great nai wears out. Durock can always be made spotlessly 
difference in satisfaction between Yy clean by merely wiping with a damp cloth. 


“bargain” fixtures and high-grade 
equipment. 


~~ 


The illustrations at the right show 
specimen pages of this new Durock 
Sales Manual. Also how the book 
is divided into sections, one for each 
leader of the line, and each section 
thumb-indexed for quick reference. 
Each of the ten divisions is made 
complete in itself, gathering together 
all the selling points of that partic- 
ular fixture. 

The plumber-salesman needs only 
to read from this manual to give a 
prospect a thorough and convincing 
argument for any Durock fixture, 
while the many illustrations graphi- 
cally explain features of design and 
mechanical details. 


A copy of the Durock Sales Manual 
will be sent, without cost, to any 
contracting plumber who mails us 
the coupon printed in the oppo- 
site corner. 


THOMAS MADDOCK’S SONS 
COMPANY 


Trenton, New Jersey 










Every one 
wants to wash 
in running water 

















[See Durock Section, Page 6| 


Every part of the Madbury is the best of its kind. 
Especial care is taken in selecting and testing. 

The fittings are the most expensive. “They will 
last indefinitely and always give satisfaction. 

When your customer buys a Madbury he can be 
assured that he is getting the best lavatory money 
can buy. 


Every one now wants to wash in running water. 
Water which is either hot, cold or mixed to the 
desired temperature. 

When washing in running water the soil and dirt 
are carried away so that the final rinsing is not done 
ina bow! of dirty water. 

Combination fixtures are replacing the old fash- 
ioned separate faucets. 


PAGE 2 
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makea salesman 


blumber 


china combination supply of the Madbury. 


and cold water. 








contaminate the incoming water. 


above the overflow opening. 


with a damp cloth. 





saving of labor. 








Self-cleansing 


lodging place for filth and disease germs. 
Overflow 


an overflow which can be cleaned. 


are thoroughly flushed and cleansed. 


comfortable and convenient washing. 





bowls of ordinary lavatories. 


PAGE 12 








The ideal combination fixture is the integral, all- 


Integral The stream of water is directed toward the centre 
All-china of the bowl in exactly the .right place to wash the 

Combination hands in running water or to fill a drinking glass or 
Supply pitcker conveniently. 


A mixing chamber thoroughly tempers the hot 


The integral, all-china supply of the Madbury 
should not be confused with the concealed brass 
nozzle furnished on cheaper types of lavatories. 
these a brass nozzle enters the bowl through the 
overflow opening. Thus the dirty waste water can 


The china supply of the Madbury is entirely 


Nickel plated brass fixtures require constant 


All-china ‘ 
attention. It takes a lot of work to keep them pol- 

Handles and ished. 
Escutcheons All metal parts of the Madbury are completely 


covered with china. There is nothing to tarnish or 
keep clean.” The entire lavatory and FIXTURE can 
always be made the same as new by merely wiping 


Every housewife will appreciate this tremendous 


The overflow channel in ordinary lavatories is a 


The Madbury is the only lavatory made having 


In order to thoroughly cleanse the overflow of the 
Madbury it is only necessary to place a finger over 
the supply: nozzle and turn on the valves. The water 
which ordinarily would run through the nozzle is 
forced back under pressure and down into the over- 
flow in such a manner that the walls of the overflow 


People want a washhowl that is large enough for 


The large square bowl of the Madbury gives 
considerably more washing space than is found in the 




















Some features 
of the Book 


A thorough, easily-under- 
stood description of Durock 
and its permanent advan- 
tages over coated-metal ware. 


» 


Facts about the economy of 
Durock fixtures and the 
slight difference in actual cost 
between them and “cheap” 
goods. 





» 


Every point illustrated to as- 
sist selling; innumerable ex- 
planatory pictures, sectional- 
views, plan-views, diagrams, 
etc. 





» 


Type matter divided on each 
page so that each subject 
stands out by itself—easy to 
find and easy to read. 





» 


Handy thumb-index. Instant 
access to any desired subject, 
each division complete in it- 
self—no hunting back and 
forth forspecific information. 





5 
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: Date ‘ oe 

{ THOMAS MADDOCK’S SONS COMPANY 
; Trenton, N. J. 

! Please send me at once a copy of the new 
: Durock Sales Manual for assistance in 
' selling Durock fixtures to consumers. 
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The work in the testing of boilers was primarily in- 
tended for the purpose of developing tables of ratings and 
for the preparation of charts for the use of the boiler out- 
put committee of the Heating and Piping Contractors Na- 
tional Association. 


SIX POINTS TELL THE STORY 

T WAS explained at the laboratory that there are six 
| points that tell the story of boiler performance, and 
that if we knew all of these for every boiler, the question 
of boiler selection would be greatly simplified, and the con- 
tractor and the manufacturer would be able to eliminate 
largely the prevailing trouble of inadequate chimneys. 

If the manufacturer would furnish in his catalogs, in 
addition to 

1. Depth of fuel, 

2. Grate area, data on the following four points: 

3}. Rate of combustion, 

4. Efficiency, 

5. Stack temperature at smoke outlet on boiler, 

6. Draft at smoke outlet on boiler, 
to cover the full range of output rates on every size of 
boiler that he builds, he would tell all that would need to 
be known to determine accurately every other factor that 
enters into the question of boiler rating. 

All manufacturers give grate area and depth, and a few 
give rate of combustion and efficiency, but only one or two 
given stack temperature and draft. The 
latter two, it was believed, are vitally necessary to prop- 
erly determine the stack size. 

From these six points, a vast amount of useful data can 
be derived, and it is the idea of those at the laboratory 
that if all manufacturers published these points, the ques- 
tion of boiler rating would automatically solve itself. 

For example, it was explained that any one of three 


have as yet 
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boilers can be selected to carry a net radiation load of 
3,000 sq. ft.; one has a grate area of 15 sq. ft., the second, 
20 sq. ft., and the third, 25 sq. ft.; the first will carry the 
load at a combustion rate of 9 lb., the second at 6 lb., and 
the third at 3 lb., but the first has an efficiency of 50 per 
cent, the second 68 per cent and the third 80 per cent. 
The first has a stack temperature of 860 deg. and a draft 
of .21 in., the second 690 deg. and a draft of .07 in., while 
the third has a stack temperature of 340 deg. and a draft 
of .08 in. If an engineer has all of these data before him 
he will not be long in making his selection. He will pass 
over the first as too close to the maximum of the range 
of capacity, and the third as too close to the minimum of 
the range, but the second, falling about midway, gives 
latitude for both peak load and decreased demand, with 
a reasonable efficiency and stack temperature. 

It was explained that while the above example is taken 
from actual boiler performance tables, for obvious rea- 
sons the capacity is somewhat altered from the rating 
given by the manufacturer, but it serves to show that the 
above six points are the only ones that can in any way 
have a direct bearing upon boiler ratings, excluding factors 
of safety and other items that have a bearing upon the 
question, but which are external to boiler performance. 
There are other factors such as heating surface that may 
be considered as having a direct bearing, but an analysis 
will show that the effect of heating surface is included 
in the six points, also the effect of flue proportions. 

There are at least two agencies at work at the present 
time on the question of boiler ratings, the boiler output 
committee, of the Heating and Piping Contractors Na- 
tional Association and the technical advisory committee on 
rating low pressure boilers of the American Society of 
Heating and Ventilating Engineers. In the meantime, 
every boiler manufacturer is working for a solution. 















1260 Holden Ave. 








Operates on {ower Pressure 


The Penberthy Model “‘R” can actually be 
used on water pressure as low as 10 or 15 pounds 
when higher pressure is not available—25 pounds 
pressure has always been the minimum heretofore. 
This automatic cellar drainer is more economical 
than pumps for many other reasons.’ 

The cost of installation is negligible; operation 
expense is extremely low. It requires no attention 
after installation and will give absolutely efficient 
service — with no service calls. 


Early winter snows and rains will create a de- 
mand for cellar drainers and the Penberthy is the 
best you can give your customers. 


Your jobber can supply you. 


PENBERTHY INJECTOR CO. 
Established 1886 
Detroit, Michigan 


Model 'R' 


AUTOMATIC CELLAR DRAINER 
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LPHA has more copper and more lead CHASE COMPANIES 


than the usual brass pipe. More copper 








DOMESTIC ENGINEERING 























ae 


“more lead’ 








ss Pipe © 
7 





























EAD in brass acts as a lubricant for cutting tools. 
It exists as fine particles distributed throughout 


the brass alloy, and with just the proper amount of 
lead, brass becomes what is known as “‘free-cutting.” 


Free-cutting pipe is free-threading pipe, which 
means that clean sharp threads can be made, and 
perfect leak-proof connections. 


Because of the method by which ordinary brass 
pipe is made it does not contain as much lead as 
Alpha Brass Pipe. Therefore, in addition to the 10 
per cent more copper found in Alpha Brass Pipe an 
additional quantity of lead is also found which gives 
particularly favorable threading qualities to this pipe. 


INCORPORATED 


T Chase Companies, Inc., Waterbury, Conn 8-6131-18 





raises its resistance to corrosion and makes 
it more ductile and tough. More lead makes 
it easier to cut the clean and perfect threads 
so essential to leak-proof connections. 
Alpha has a superior surface finish and 
can be bent cold without collapsing. Every 
foot of every length is trade-marked and we 
guarantee it against season cracking. 


WATERBURY,CONNECTICUT 
Chase Metal Works — Chase Rolling Mills 
STOCKS 
Chase Brass Companies, Inc., New York. 


Chase Companiesof New Jersey, Newark. 
ane Ohio Chase Company, Cleveland. 


hase Companies of California, San Francisco, 


nge 


OFFICES 
Boston New York Philadelphia Rochester 
Pittsburgh Chicago St.Louis Atlanta 
MembersCopper and Brass Research Association 


Please send me free of charge a copy of your book 


on Alpha Brass 
Name 
| Firm 


Position 


| Address iitchieeesid iit aeinlinniisideceeetiaie 
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Improved é Added Se curity 


The improved “Standard” K-444 Drain and 
Overflow (concealed type) is adjustable at drain 
and overflow inlets of the heavy cast drain tee 
by means of combination threaded and slip joint 
connections. This takes care of those districts 
where slip joint is not permitted. It provides 
additional security against leaks and insures 
ease of installation. 

The deep Stopper will not upset. Area of 
openings in overflow grid exceeds inside diameter 
of the overflow pipe. All parts are heavy brass 
to insure permanence and to guard your repu- 
tation. 

The K-444 is regular equipment with K-325 
Bath Fitting. Have your Jobber furnish one 
with the next “Standatd” Built-in Bath you 
install, as these refinements must be seen to be 
appreciated. 


Standard Sanitary Mfg. Co. 


PITTSBURGH 


“Ctandard” 


BRASS GOODS 





























Double Security 







Inlets of drain tee have a 


“J threaded connection for rigidity 
bar 0 and a slip joint for added safety 


= ~<é — . No Connecting Rings 


Note the special connection 
(patented 1926) between Beaded 
Chain and Overflow Grid and 
Stopper—no dirt-catching jump 
ring or coupling ring to open and — 
annoy customer, 


Drain Tee Reversible 
“<-> Inlets of drain tee are identical 
so that position of tee can be 
reversed when nature of installa- 


tion calls for outlet pipe parallel 
to floor. 
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Plus Overhead 


(Continued from Page 28) 


SELLING FROM DISPLAY 

E WALKED out of the office into the well arranged 
W sales room, and Mr. Irish proceeded to tell me how 
he utilizes the display to make sales. “The big thing is 
to get people into the store,’’ he said, ‘once they get in 
here I can sell them. I have already sold a number of 
those,” pointing to a fixture which has been on the market 
only a few months. “I call it to the attention of the ladies, 
and point out its utility. But I do not dwell too long on 
the practical side of it when I try to sell a woman. I tell 
her that she is building a home because she wants some- 
thing different. If she wanted to have just any kind of a 
house she could go out and buy one already built, but the 
fact that she is building means that she wants to be in- 
dividual. The fixture I am showing her, I say, is one of a 
few in the city, and one that will make visitors talk about 
her home as one which is unique and individual.” 

Some more sales psychology. He probably never thought 
of it, but he was selling a woman a commonplace thing 
such as a water closet, by using the same methods as a 
modiste who sells a woman a fifty dollar hat, when the 
woman intended to buy one from a milliner for twenty. 
Women like to be individual, and the master plumber 
who attempts to sell them individual equipment, and lets 
them know that it is individual, will make more sales 
than the one who does not try to sell, but lets them buy. 

Just then a man came into the store to look at a closet 
combination. Mr. Irish took him to the row of combina- 
tions attractively displayed along one wall. The man had 
no time to buy just any one of them, he was being sold 
on a good one. Mr. Irish told him of the practicability of 
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the combination. A man looks at those things differently 
than a woman. He is interested in the quality and utility 
of an article rather than in its beauty. He thinks of how 
long it will last, rather than of how it will look in the 
home. Mr. Irish had the cover off of the tank by this time. 
He was telling the customer just how much cheaper, in the 
long run, that combination was. ‘Just lift that cover. 
That is real ware. Of course you could buy a cheaper one, 
but you would have to buy another one long before this 
would fail to work. Look at the trimming in the tank. 
That stuff is made to wear. You will have no trouble with 
that float or valve. And (this was the real clincher) be- 
cause you are buying this for a house which you rent to 
people, who might not be as careful as you are, you need 
a closet which will not be getting out of order, and con- 
sequently cost you money for numerous repairs.”’ Did the 
man specify the higher priced combination? Would you? 
So did the man. 

On leaving the man said, ‘‘now you give me your lowest 
figure on that work. I always hate to have to ask a man 
to cut his bid.”’ 

“My bid will be the lowest figure at which I can put in 
the quality work that I do,” answered Mr. Irish. ‘You 
can no doubt have cheap work put in for a little less 
money, but if you want that kind of work I would rather 
have some other plumber do it, and get the black eye. 
My work is all of the kind that will last.’’ Notice how 
he said that cheap work gives a master a “black eye’’? 
That customer left with the impression that Frank Irish 
does real plumbing, and that anything he installs can be 
depended on. 

MORE SELLING 
O CAP the climax of an interesting interview I heard 
4 one end of a telephone conversation. Mr. Irish 
answered, when the phone rang, and from his words I 
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SUGGESTED SELLING PRICES ARE PRINTED IN POOK 


SUGGESTED! 


No More Guesswork! 


You don’t need to guess when the Plumbers’ and Steamfitters’ Price Guide is at hand. All 
the information you need to figure costs,’resale prices, everything——ready cross indexed and 


arranged for quick reference. 


We've published the Plumbers’ and Steamfitters’ Price Guide since 1912—and thousands of 
contractors everywhere are using it. Why not you? 


Write today for details 
BAREHAM & SAUNDERS, 366 E. Main Street, Rochester, N. Y. 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Cost no more than the 
ordinary kind 

















Fastest selling 
water relief valves 
in America are 
Red fops 
the only valves 


for the service 
APPROVED 
by the 
Underwriters 
Laboratories 


MADE BY 
NEPTUNE METER CO. 
5O EAST 42 ND.ST. NEW YORK,NY. 





learned that some person wanted to buy a coil water 
heater. “I would recommend the heater. We hav: 
been studying the various water heaters for years, and 





| have come to the conclusion that the ——— heater is th: 
| one which we can sell our customers with the assurance 


that they will get good service.’’ That was all. He left 
the phone with an order for a water heater. Some per 


| son needed a water heater. Either from experience, or 


through hearsay, that person must have found out that 
Frank Irish could be depended upon for information about 
quality equipment, so when he recommended the ——— 
heater, the customer ordered one and considered the in- 
cident closed. Frank Irish had said the heater is 
all right, so the water heating problems of that customer 
were over. That is selling confidence as well as goods. 

After five years in business Frank Irish owns his own 
building and the one next door. He has fifteen other 
pieces of property in Indianapolis which he rents, and he 
also, of course, owns the home in which he lives. He is 
prominent in the affairs of the Indianapolis chapter of the 
Indiana Society of Sanitary Engineers. He is a successful 
business man in every sense of the word. He told me that 
he has not handled a tool for a number of months. His 
time is more valuable in the estimating room and in the 
sales room. He has his business well organized. He has in- 
stilled a spirit of loyalty in his journeymen by creating 
good working conditions. When a man is worth it, he pays 
more than the union scale of wages. One of his apprentices 
receives eighty per cent more than the scale. 

He knows to a penny what it is costing him to do busi- 





| ness, and he knows to a penny just how much profit he 











makes on every job. (He never accepts a contract unless 
he knows he will make a profit.) He discounts all his bills. 
And he has made enough money in those five years to 
enable him to carry on his books his own time payment 
accounts. There must be a reason for his success, and 
that reason, as I see it, and as he explains it, is that he 


| does business in the way I have tried to explain. There is 


no guess work in his system, and he never passes up a 
chance to make an extra profit by selling more and better 
plumbing and heating. 


DISOBEDIENCE OF REASONABLE ORDERS JUSTIFIES 
DISCHARGE, 
HE law is that an employe must obey the reasonable 
§ pert of his employer, and that a disobedience of 
them will justify the employe’s discharge. 

“Reasonable orders’? not only have reference to the 
kind and character of directions and commands given, but 
also to the manner in which made. An employer must 
make his requests in a courteous manner. He must not 
couch his orders in abusive, insulting language, thereby 
displaying ill temper toward his employe, and expect obe- 
dience. 

In the instant case the store was crowded with cus- 
tomers, and appellant (employer), being busy himself, 
took a new customer to appellee, and requested him to 
wait upon him. Appellee was already waiting upon a cus 
tomer or two, so he did not offer to wait upon the new 
customer immediately. The failure to wait upon the new 
customer at the moment resulted in hot words between 
them, and several subsequent belligerent altercations, and 
2 discharge of appellee. It goes without saying that ap- 
pellant had a right to order appellee to quit waiting upon 
one customer and wait upon another. He was the owner 
of the store, and had the right to adopt his own methods 
of conducting the business, and appellee (clerk) had no 
right to ignore his orders pertaining thereto, even if they 
did not meet with his approval.—Supreme Court of Ar- 
kansas, 281 Southwestern Reporter, 899. 














November 13, 1926 DOMESTIC ENGINEERING 51 


Make more money 
on your LEAK jobs! 


“Mix your own Boiler Liquid. 


I can RED DEVIL CONCEN 
' TRA TE makes 5 rig STOPS 


leaks surely, quickly, at less cost 
SAVE MONEY on RED DEVIL 


(Comparative prices based on your purchasing 
y single quart) 
“Ready Mixed” Liquid $72 per 5 gallons 
Red Devil Concentrate 1§ per can (makes 5 gallons) 


YOU SAVE $57 





















































Now it is a “‘pipe’’ for you to keep a supply of 
Boiler Liquid on hand. Just add water to a $15 
can of RED DEVIL BOILER LIQUID CON- 
CENTRATE and you have 5 gallons of the best 
boiler liquid you can buy. RED DEVIL enables 
KES =D DEY) DE i? Vv) you to make more money on your leak jobs than 
! ile Liquid We ever before. RED DEVIL seals leaks in a jiffy. 
WNCEN It is a sure-thing to seal up faulty connections, 
sand holes, split nipples, etc. Order RED DEVIL 

oday and ‘‘Mix Your Own.” 


Sy: d only through the Jobbing Trade. 


nd guaranteed by 
on . 1836 New York 


=|? AaXk oS if 
CONCE VIRAL a= 
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A BABBITT Product Mix your own” y Som cd 


Mention Domestic ENGINEERING when writing advertisers. 











A *babaiit, 


swe @& a 


snae 


















RANMA 


YH 4qHt! 


i 


MA 





| 





A 


I 


\ 


= 
= 
E 
= 
= 
= 
= 
= 
= 
= 
Z 
= 
= 
x 
= 
= 
= 
B 
= 
= 


! 





mn 


SS 











DOMESTIC ENGINEERING 





Concealed Bath Frxtures 








Concealed Bi-Transit Bath Waste and Supply for 
Built-in Tubs 


No. 3000—1" I. P. Female Thd. No. 3001—11/2" I. P. Male Thd. 





Concealed Bi-transit Bath 
Waste and Supply for 
Built-in Tubs 


Made in two styles with male or 
female 114” I. P. Thread without 
shower aiiachenatit. Provided 
with 2” standpipe with 114” outlet, 
and heavy bottom strainer, pol- 
ished and nickeled. Fitted with 
14” valves. Center to center of 
valves, 11”. Waste end of tee 
furnished with 114” I. P. Thread. 
Top nozzle sapnly polished and 
nickeled, which is part of the 
equipment, is tapped for hose 
nozzle. Equipped with four arm 
china indexed handles and china 
escutcheons. 


Overrim Tub Filler 


Fitted with 14” valves. Center 
to Center of lg 8”. Provided 
with 4” cast flanged spout threaded 
for hose nozzle, polished and nick- 
eled. Equipped with four arm 
china index handles and china 
escutcheons. Made for use in com- 
bination with our Nos. 113, 115, 
122 or 124 C. W. & O. 


If you have not seen these numbers, 
order a sample from your jobber and 
use it on your next job. You'll be 
pleased with the quality and the 
ease of installation. 


The Ireland & Matthews Mfg. Co. 


Detroit, Michigan 


Representatives: 
R. C. Wilson—5 East 42nd St., New York City 
R. C. Wilson—261 Franklin St., Boston, Mass 
R. C. ge 121 N. Broad St., Philadelphia, Pa. 


W. D. Coie E Morrison, Chicago, Til. 
ha P. vey Co., Rialto Bidg., San Francisco, Calif. 
Wm. P. Horn Co., L. C. Smith BI -» Seattle, Wash. 


Wm. P. a Wy Co. Wilcox Bidg., Angeles, Calif. 
Ay i mond, \e 
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Texas Sanitarians Meet at Fort Worth 


Plans for expansion of activities, to provide for a per- 
manent headquarters with a salaried expert in charge, to- 
sether with demands for a survey of sanitation in parks, 
camps and swimming pools in this state, were among the 
chief topics discussed at the fourth annual short school of 
the Texas Association of Sanitarians held at the Texas 
Hotel in Fort Worth, Texas, October 27-30. 

Dr. L. H. Martin of Fort Worth was elected the new 
president, and E. G. Eggert, sanitary engineer of the State 
Board of Health of Austin, was re-elected secretary. Vice 
presidents were elected as follows: Clyde Hayes ‘of Waco, 
Cc. M. Adams of Texarkana, and E. W. Steele, professor of 
sanitary engineering at Texas A. & M. College. 

The meeting was opened by the annual address of the 
president, Dr. A. H. Flickwir, of Houston, who reviewed 
the activities of the association during the year. He was 
followed by W. S. Bizzell, sanitary engineer of the Fort 
Worth Health Department, who made a short address. 

An address on ‘‘Problems in rural sanitation’’ was given 
by Dr. F. B. Smith, Tarrant County health officer, follow- 
ing which a discussion on rodent and insect control was 
held by Carl Martin, sanitarian of the State Board of 
Health, and A. U. Wright, district sanitary engineer of 
Dallas. 

Charles Cohen, sanitary engineer with the State Board 
of Health, read a paper on “Sanitation of camps, parks 
and swimming pools,’’ and was followed by City Manager 
O. E. Carr of Fort Worth, who gave an address on ‘“‘Mu- 
nicipal waste disposal.”’ - 

‘Modern methods of sewage disposal and plant opera- 
tion” were discussed in an address by Major John B. Haw- 
ley, consulting engineer of Fort Worth, who was followed 
by R. G. Thomas, president of the Associated Master 
Plumbers of Texas, who gave an address on the ‘‘Applica- 
tion of a state housing and plumbing code.” 

The session on Friday was opened by Dr. W. F. Walker 
of New York, field director of the American Public Health 
Association, who gave an address on ‘Standardization of 
health practices.’”” He was followed by Miss Ella G. 
White of Austin, who talked on “Public health organiza- 
tions in Texas.’”’ Another address on ‘‘The value of or- 
ganized public health,” by Dr. L. H. Martin, director of 
public health and welfare of Fort Worth, completed the 
morning program. 

A banquet was held in the Texas Hotel on Friday eve- 
ning, at which Dr. Holman Taylor, secretary of the State 
Medical Association, presided. Features of the evening 
included an address on “How to further farm sanitation,” 
by Wellington Brink, associate editor of “Farm and 
Ranch,” of Dallas, an address on “Insurance by sanita- 
tion,’’ by Price Cross, president of the International Trav- 
elers’ Association, and an address by J. S. Duvall of Fort 
Worth on “Responsibility of the state for public health.” 
A short talk was also made by H. M. Calver, of New York, 
executive secretary of the American Public Health Asso- 
ciation. 





On October 28 the Fairfield County Master Plumbers’ 
Association held a meeting and dinner at Compo Inn, 
Westport, Conn. After the routine business had been dis- 
posed of, Anson T. Leary, a local insurance man gave a 
talk on, “Business Methods,” which was well received. 
The speaker was given a rising vote of thanks. 

The Master Plumbers’ Association of Racine, Wis., is 
establishing a night school for its membership, in which 
bookkeeping will be the principal course. 

On November 15th the Ruud Mfg. Co., of Pittsburgh, 
Pa., will resume its radio broadcasting service featuring 
the ‘“‘Ruud Light Opera Radio Artists.”’ 
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APASCOL: 


Steel Water Heaters 


Made as sturdily as the famous 
Kewanee Boilers. 


KEWANEE BoILER COMPANY 


Kewanee, Illinois 
Branches in Most Leading Cities 











The job that rings the bell! 
When plumbers insist on ma- 
terials of the same high grade 
as their workmanship—that’s 
when they hear the “Ting-a- 
ling” in the cash register. 
Established plumbers every- 
where have long been ac- 
quainted with the excellence 
of M-VB Closet Tank Fittings. 
Try them on your next job. 
e 
Made by 
Morency-Van Buren Mfg. Division 
Sturgis, Michigan 
Distributed by 


The American Pin Co. Division 
Scovill Mfg. Co., Waterbury, Conn. 


TANK 
FITTINGS 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets—Flush Valves—Urinals— 
Drinking Fountains—Self-Closing Basin Cocks—Liq- 
uid Soap Fixtures, etc. 

Manufactured and Sold Exclustoely by 
THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 
New York Office, Room 514, 51 E. 42nd St. 
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KEROSENE HEATERS— 
WICK BURNER TYPE 


Quadruple coils of r and the 
patented Kerogas Burner (Hot- 
stream is the only Water Heater 
licensed to use it) insure the 
greatest efficiency. 

Lights instantly at the touch of a match 
—is noiseless, sootiess and extremely 
economical. 


Made in 3 sizes — write for complete information. 


THE HOTSTREAM HEATER COMPANY 
Richmond Rd, “Makers of Heaters that Heal” — Cleveland, Ohio 
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An even better 


ATRID 


ata lower cost 
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made this possible 


Sales of Airid Air Valves have been increasing steadily and the great 
volume that has been attained has made possible elaborate improve- 


‘ments and refinements of equipment. 


These improvements of equipment have made possible an even better 
Airid. The great volume in production has brought a reduction in our 
cost. This reduction in cost we are passing on to you. 


How we have improved Airid Air Valves 
The features that have made Airids so successful for the last five 
years are all retained, but improvements have been incorporated in the 
construction that will make Airids even more popular. 


The most outstanding of these improvements is an increase in vent- 
ing capacity and a method of sealing the shell and the base with an 


absolutely tight joint—a new development for air valves. 


New low price means more sales 


The new consumer’s price for Airids is $1.35 instead of $1.60. Natu- 
rally, this lower price will make more people feel able to buy Airids and 
now you can use them on every job. 


Big national advertising campaign just starting 


Millions of advertisements are being carried this Fall in national mag- 
azines and newspapers. These advertisements will run in Saturday 
Evening Post, Literary Digest, Liberty, American Magazine and many 


others. 
Make your shop headquarters for Airids and get your share of the 
business. You can do this by 


1. Having a stock of Airids on hand. Seek ee ew ws ' 
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AMERICAN RADIATOR COMPANY 





2. Displaying the Airid in your windows. 
Specialties Department 


3. Keeping an Airid display carton on your counter. 816 So. Michigan Ave., Chicago, Ill. 


have not 


Mail the coupon today 


AMERICAN RADIATOR COMPANY 


Specialties Department 
816 So. Michigan Ave. Chicago, Ill. 


my shop headouarters for Airids. 
Yours very truly, 





NAME 


ADDRESS 


CITY STATE 





Mention Domestic ENGINEERING when writing advertisers. 


Gentlemen: I have a stock of Airid Air Valves on hand. 


Please send me one of the new Bronzine signs that will make 
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Partnerships 


(Continued from Page 19) 


gives proper notice to the firm’s creditors. A great many 
men believe that the mere publication of a notice in the 
paper is sufficient but the law has held that the creditors 
must receive actual notice and this is best accomplished 
by letter. 

In dealing with the subject of partnership this article 
is not written as a guide to the legal side, but is dealing 
with the legal phase as briefly as possible to lead up to 
the accounting problems that are involved. A little knowl- 
edge of the law might be a dangerous thing, yet a little 
knowledge is often sufficient to tell you when you need 
a lawyer. 

Partnerships are formed by contract, and are dissolved 
by acts of the partners or by law. It is so easy to break 
up a partnership that it becomes of great importance that 
your partnership agreement contain not only the method 
of distribution of profits but particular mention be made 
of the assumption of losses. 

Partnerships are usually formed by the contribution of 
capital. This capital might be property or cash and where 
two individuals or more are entering into partnership the 
contributions might be equal or unequal. Profits can be 
shared according to the capital ratio or other ratios and 
losses might be borne at an entirely different percentage. 
The capital contributions are often changed during the 
term of the partnership or else loans are made by the 
partners to the firm. If provision has not been made in 
the partnership agreement for interest on this capital or 
loan no interest will be allowed by law. These are ques- 
tions that must be clearly understood and covered in the 
agreement or else you will not only have trouble among 
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the partners but will also find that it will be hard to settle 
many problems that will arise from an accounting stand- 
point. 

A great many people think that a partnership arrange- 
ment is dangerous and results in trouble. This is true 
only because, too little attention is given to the formation. 
As a rule, an individual doing business alone has a good 
man working for him and in order to keep from getting 
this man as a competitor takes him into partnership. 
Nothing much is said except perhaps, ‘“‘Well, John, I’ve de- 
cided to make you a partner and from now on you will 
get one-third of the profits. What do you think of that?”’ 
And John probably answers, ‘‘Well, that’s fine, I certainly 
appreciate it,’’ and they both begin to spread the news 
around. A partnership has been formed, as legally all 
the requirements have been met. A man might even be- 
come a partner in the eyes of the public by holding him- 
self out as such, and so become responsible for partner- 
ship losses or debts. 


ADVANTAGES OF PARTNERSHIPS 

ARTNERSHIPS often make it possible for a firm to 
P handle more work because of the additional credit 
standing due to the financial responsibility of one or more 
of the partners. This is one of the reasons why partner- 
ships are formed, but perhaps the most common one is to 
curb competition or where men with unlike talents com- 
bine their efforts to their mutual advantage. As, for ex- 
ample, a good plumber might find it very profitable to 
form a partnership with a man who understood adver- 
tising, salesmanship and office management, even though 
he was not posted on the plumbing business, because by 
using their combined knowledge they would have a better 
chance for success than working separately. 

In the business world a great many of our largest firms 





ithout Draining Boiler! 


The ideal Damper Regulator 
eo for Closed Hot Water Systems 









TYPE F 


Each Metaphram is a her- 
metically sealed ‘“‘wafer’’ 
which expands with increase 
of temperature. Twelve 
Metaphrams are used in 
Type F. 

Standard equipment on the 
better boilers. 


The most powerful and most sensitive of regulators. The Metaphrams operate in a 
dry well which projects down into the boiler, or in Special Fitting or a Y in pipe line, 
and is surrounded by water. Slight change in temperature affects Metaphrams, 
which operate lever. Gradual action—powerful but sensitive. 


Make your installation complete, more satisfactory and more profitable. Use type F 


on new or old jobs. Order from your jobber or direct. 


NATIONAL REGULATOR CO. 


CHICAGO 


2301 KNOX AVENUE 


With the “dry well’ in 
place it is never necessary 
to drain the boiler to in- 
spect or replace parts of 
a type F 


== METAPHRAM && 
DAMPER REGULATOR 
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As Easy as 
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Changing Electric Light Bulbs 


That’s an interesting thing to be able to say 
about faucets. 


We say it on a billboard in front of our factory 
and dozens of people dropin every day to in- 
quire about it. Most of them wind up by 


buying Chicago Faucets. 


If you should take this advertisement just as 
it stands and put it up in your window, a lot 
of people would come in and ask about 


Chicago Faucets. 


They are easier to sell than any other kind 
because you have something rea/ to talk 


about; something new to say; something 


better than ordinary everyday “brass goods’”’ 
to offer. 


Put in a representative line of Chicago Faucet 
fixtures; surround them with our fine display 
material, and you’ll get most of the good jobs 
in town. We know that because we’ve seen 
it done hundreds of times—and we’ve never 
seen it fail yet. For more information, write 


THE CHICAGO FAUCET CO. 


2700-22 No. Crawford Avenue 


CHICAGO 


Nene ills cs un gs a gg Chicago 


FAUCETS 
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Here It Is! 

















An elbow which is almost human 
in the automatic precision with 
which it operates. Traps the con- 
densation, making a perfect water 
seal, thereby condensing the vapor 
which would otherwise enter re- 
turn lines. 


“0Q-E” Perfect Ball-Check 
Water Seal Union Elbow 
with Adjustable Air Vent. 


Mechanically perfect. Extra heavy, 
sand blasted and heavily nickel 
plated, with specially ground Semi- 
Ball Joints. Adjustable stops are 
also made with various size vents 
for close regulation or straight vapor 
work if desired. 














Let us tell you how this elbow 
and two other simple fittings 
provide the world’s finest heat- 
ing system. Send for Bulletin 


O-E Specialty Mfg. Co. 
10 Keefe Avenue 
| MILWAUKEE 











WISCONSIN 





























| Adopted as Standard by Thousands 


HERE is nothing extraordinary about 
this “McR” Compression Bibb, yet the 
= fact remains that it is enough better 
} than the ordinary variety to make it 
y the preference of several thousand | 
43 master plumbers. 
Of course, its being made by one of the 
oldest brass manufacturers in the 
country, who know just how a faucet 
{ should be made to give the maximum 
$ service and who make it just that way, 
} undoubtedly accounts in a large meas- 
} ure for its popularity | 
; 

















If you have been ordeting your 
brass goods without specifying 
the make, call for ““McR” next 
time and note the difference 
The chances are you'll stand- 
ardize on ““McR"’ too 




















OMe Me RAE & ROBERTS CO.. 


TROIT MICHIGAN \| 
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have grown from single proprietorship, to partnerships and 
from partnerships to corporations. 

In the next article we will begin our study of a partner- 
ship being formed from a single proprietorship and will 
trace the entries through to the selling of the partnership 
to a corporation. 

Remember: 

1. Partnership can be formed for any legal business. 

2. They are not created by law, as is a corporation. 

3. The death or retirement of a partner ends the part- 
nership. 

4. A partner cannot sue the firm. 

5. There should always be a partnership agreement in 
writing. 


Questions and Answers 


VAPOR HEATING SYSTEM FOR SCHOOLHOUSE 


Editor, ‘“‘Domestic Engineering’’:—-I am to install a 
vapor system in a schoolhouse and would like to have your 
opinion on the best locations for return traps and vents. 

Kansas. G. J. 


We are showing a sketch of the vapor system referred 
to in your letter, with two radiators. On a vapor system 
where you expect to carry not more than % Ib., pressure, 
you may use an air trap. If more than 1 lb. of pressure is 
to be carried on the system and we believe this will be 


FL. FUL = 


Ale TRAP TO %L8. PRESS. AIR 
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BOILER 
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Fig. 1 


the case on the schoolhouse job in question, you should 
install an air eliminator and return trap, in order to make 
the system function properly. 

Use nothing but hot water type radiators, and put the 
supply valve on the top of the radiator, and the trap at 
the bottom, on the opposite side, as shown in the sketch. 
Pitch all pipes in the direction of the arrow in the sketch, 
as much as possible, not less than % inch for every 10 ft. 
of pipe. 

The return line should connect to the bottom of the 
boiler. Pipe ‘‘A’’ should be full size of boiler tapping, and 
a reducing elbow should be used at “B.”’ The cold water 
may be connected at ‘‘C,”’ 





VULCANIZING PLANT AND HEATING SYSTEM ON 
SAME BOILER 
Editor, ‘“‘Domestic Engineering’’:—Please give me in- 
formation regarding the installation of a high pressure 
steam boiler for use in connection with a vulcanizing plant, 
and also for house heating purposes. 
Pennsylvania. 


B. G. 


The connections necessary for such an installation as 
you describe are shown in the accompanying sketch. For 
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MY 


SELF-OILING 


A REGISTERED TRADE NAME 


BULLDOZER 


POWER PUMPS 
—~FOR GENERAL SERVICE 


Myers Self-Oiling Power Pumps are serving thousands of satisfied users 
in every walk of life. Industrial, commercial, mining and agricultural 
activities employ them to pump cold and hot water, oil and other liquids. 
Homes without number depend on them for their daily water supply. 
And the range of styles and sizes in which this modern line is now built 
permits of this wide and successful distribution through dealers, 
here, there and everywhere. 















































Your copy of our new Catalog, No. S027, is ready. 
May we send it to you by return mail? 








SELF-OILING 


SAFE 
SILENT 


SURE 
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THE FE.MYERSéBRO. a Leger 2/ 
ASHLAND, OHIO. (incon boGR HANGERS 
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The Columbia cast iron low 
tank shown above is the type of 
merchandise that warrants the 
instant approval of the public. 
Flawless porcelainenamel finish, 
inside and out, its appearance 
will enhance any bath room. 


Winning and Holding the 
Customer’s Good Will 


It can be done with good mer- 
chandise. The plumber who 
displays Columbia fixtures shows 
his customers that he carries a 
good line. He instantly wins 
approval. After the installa- 
tion, Columbia service holds the 
customer’s good will. It will be- 
hoove you to write today for 
our catalog illustrating the com- 
plete Columbia line. 


See Our Display at the 


HOME BUILDERS’ EXHIBIT 
441 Lexington Ave., New York City 






MANUFACTURING C2: 
Louisvitte, Ky. 





the heating system, a pressure reducing valve is neces- 
sary. To return to the boiler the condensate from bot): 
the vulcanizer and the heating system, a feed pump shoul: 
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Fig. 1 


be installed. A good ball float, high pressure steam trap 
should be- installed on the vulcanizer to remove the con- 














densate rapidly. 

The size of boiler necessary will depend on the num- 
“ber of vulcanizers used, and the number of sq. ft. of 
radiation required for heating purposes. Do not install 


a boiler which is too small, as the vulcanizers require a 
great amount of steam when starting. The heating sys- 








tem should be connected to a receiving tank, and traps 
should be provided on the radiators. The pressure on the 
radiators should not be more than two or three pounds. 





Practical Problems——No. 13. 
| $3 paid for acceptable ideas. 











A Convenient Pipe Cart 


NE master plumber calls attention to the fact that 
O heavy pipe can be carried with great saving of 
strength and labor by means of a peculiar cart such as 
that shown in the illustration. This device is also recom- 
mended by the inventor for use in warehouses and supply 
houses for transporting heavy pieces of pipe. 

The pipe cart consists of a short length of pipe large 
enough to receive pipe of the largest size to be carried, 
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two wooden wheels, a shaft, washers and cotter pins. The 
pipe is drilled at one end to receive the shaft that goes 
through the center of the wheel. In use a length of pipe 
is slipped into the short piece of pipe which forms a part 
of the cart. In this position, the pipe can be pushed along 
the floor with little effort. 


Alonzo B. Hayden, Pass Christian, Miss., has been 
awarded the plumbing and heating contract in the erec- 
tion of the new $24,596 theater building at Bay St. Louis, 
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BUSINESS CONDITIONS IN LEADING 








JOBBING CENTERS 








CHICAGO 


The past week has witnessed no perceptible let-down in 
activity among the plumbing and heating industries in the 
Chicago territory, and the volume, although slightly lower, 
compares quite favorably with last year’s figures. The 
let-down has been a gradual tapering-off which seems to 
have been foreseen by manufacturers, as they apparently 
are not overstocked in any lines. Manufacturers’ stocks 
in general, are sufficient to meet demands and, on the 
whole, deliveries are satisfactory. Frequent small orders 
constitute the bulk of business moving out of makers’ 
hands and total a good volume, The brisk movement of 
boilers and radiators continues unabated and new business 
is continually reaching manufacturers. Plants are work- 
ing at capacity and manufacturers state that, in general, 
deliveries are more prompt than in previous years. There 
are some instances of deferred shipments on certain types 
of round boilers and wall radiation, but the condition is 
not general. 

Prices on most commodities remain firm and unchanged. 
The advance of 5 points on boilers and radiators an- 
nounced last week has been followed by nearly all makers. 
Range boiler manufacturers who have been quoting at the 
low sheet, advanced prices 6n both welded and riveted 
boilers 5 per cent. 

October construction contracts in the 37 states east of 
the Rocky Mountains amounted to $515,726,000, accord- 
ing to F. W. Dodge Corporation. This was a decline of 
8 percent from September, and of 3 percent from October 
of last year. The 37 states covered by this record include 
about 91 percent of the total construction volume of the 


country. New building and engineering work started east 


of the Rocky Mountains during the past ten months has 
amounted to $5,325,506,400, which is a 6 percent increase 
over the corresponding period of last year. 
new work was reported month the of 
$637,359,900, which percent increase the 
amount reported in September, but a 25 percent decrease 
from the amount reported in October of last year. 

The dollar volume of trade during the last week of Oc- 
tober, as seen from check payments, was higher than last 
year, while for the entire month a similar comparison was 
registered, according to the weekly statement of the De- 
partment of Commerce. 


Contemplated 
to 


last amount 


was 3 over 


Soil Pipe 

Little change is reported in the soil pipe market for the 
past week. One manufacturer states that a slight increase 
in orders has been his report 
neither an increase nor a falling-off as compared to last 
week. The total tonnage of soil pipe moving, however, 
continues good and is greater than last year at this period. 
Still, in the opinion of several manufacturers’ representa- 
tives, it is not in the excellent building 
weather of this fall. Foundries continue to work at a cur- 
tailed schedule and, while prices are firm and unchanged, 
jobbérs’ stocks are not heavy and they are buying in small 
sized fill-in quantities demands indicate. Foundry 
stocks are ample, and foundry and warehouse shipments 
are satisfactory. 


experience, while others 


keeping with 


as 


Steel Pipe 
A steady movement of steel pipe continues to hold true 
in the Chicago market and manufacturers report the total 
volume as well as current business good. Mills are work 
ing on a full time schedule and, on nearly all orders, ship 





LTHOUGH slightly lower, the volume of plumb- 
ing and heating material moved throughout the 
country in the past week has held well up to previous 
high levels of corresponding periods of past years. 
The brisk movement of heating materials continues 
unabated. Manufacturers report a steady stream of 
new business marked for rush delivery, which with 
orders already booked, is keeping plants working at 
capacity. In general, deliveries are said to be un- 
usually prompt, reports of delayed shipments on cer- 
tain types of boilers and radiators are scattered and 
are causing little inconvenience. 
all other plumbing and 
prompt. 
The price situation, in general, is unchanged. The 
advance of 5 points on boilers and radiators announced 


Deliveries on nearly 


heating . commodities are 





RANGE BOILER PRICES ADVANCE 


last week has been followed by nearly all makers. 
Range boiler manufacturers who have ‘been quoting 
at the low sheet advanced prices this week on both 
riveted and welded boilers about 5 per cent. 

New construction is holding up well. 
and heating contractors, especially the latter, are very 


Plumbing 


busy and journeyman labor is reported well employed. 
east 
of the Rocky Mountains amounted to $515,726,000, 
according to F. W. Dodge Corporation. 


October construction contracts in the 37 states 
This was a 
decline of 8 per cent from September, and of 3 per 
cent from October of last year. New building and 
engineering work started in that territory during the 
past ten to $5,325,506,400, 


amounted $5, 
which is a 6 per cent increase over the corresponding 


months has 


period of last year. 
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Concealed Bath Fixtures 
Concealed Shower Fix- 
tures and Accessories 


Concealed Lavatory Fix- 


cee — “TAde-UNITED oink fixture 


Basin Faucets 

Bath Faucets 
Combination Sink Fix- 

tures 





T’S a combination of utility and beauty— 

the qualities that make it sell. It’s a com- 
bination of correct design, fine materials and 
perfect workmanship—the qualities that 
make it stay sold. 


These qualities have given it an immense 
popularity, in the benefits and profits of 
which you ought to be sharing. 


Lavatory Stops and Sup- 


a .. e . This is true of the whole United-Oberndorf 
ombination Laundry : 
Tray Fixtures line, the most complete anywhere. 


Ground Key and Com- 
pression Stops and Stops 


with Waste F 
Fuller Faucets Ask Your Jobber! 


Boiler Drain Faucets 

Lawn Faucets Illustration above: Combination Sink Fixture No. 626. Furnished 
Water Works Goods also with 3-way valve; with or without soap dish; with hose spray. 
Other Cast Brass 


United-Oberndort Corporation 


3844-3862 HAMILTON AVENUE* CLEVELAND, OHIO 
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ments can be made promptly. Most wholesalers are car- 
rying limited stocks, buying mainly in small lots, as de- 
mands indicate. Mill prices are firm and unchanged. 
Wrought Iron Pipe 

New orders continue to reach mills in a steady stream 
and, while the tonnage cannot be described as heavy, ship- 
ments against a large number of special contracts run into 
good figures. Production is well adjusted to demand and 
jobbers’ stocks are sufficient. Mill prices are firm and 
unchanged. 

Enameled Ware 

No evident change has taken place in this commodity 
during the past week. The finishing up of contracts is 
keeping contractors working at a rapid rate and in con- 
tinual need of material for this work. Jobbers’ stocks 
are ample to meet these demands. Although, according to 
reports, shipments are slightly below last year’s level, the 
total volume of business is healthy. Manufacturers are 
well stocked and are able to make prompt deliveries in all 
lines. Prices have not changed and are firm. 


Pottery 

Although September shipments of vitreous china plumb- 
ing fixtures were slightly below the corresponding month 
of 1925, potters are working steadily against orders 
booked for staple goods which, with the demand for spe- 
cialties, makes for a good volume. Makers report suffi- 
cient stocks of staple ware to assure prompt deliveries. 
Jobbers’ stocks in this line are also ample. Makers’ prices 
are unchanged and firm. 

Range Boilers 

New sheets have been issued by those manufacturers 
selling at the low price level, raising the price of both riv- 
eted and welded range boilers 5 percent. One other maker 
announced a similar rise on’ his 30-gallon riveted and 
welded boiler. New business continues to reach manufac- 
turers in fair volume and stocks at this source assure 
prompt deliveries. Shipments from jobbers are also sat- 
isfactory. 

Plumbers’ Brass Goods 

Jobbers appear to be preparing for inventory in brass 
goods more than in most other lines and hand to mouth 
buying is, for the most part, the rule. According to re- 
ports, however, jobbers are already considering their fu- 
ture requirements. Manufacturers report some bookings 
on cast goods as far ahead as the first quarter of next year 
and on tubular goods as far as the end of January. Cur- 
rent business is holding up well and both manufacturers 
and jobbers can give satisfactory deliveries. In general, 
prices are firm and unchanged, although reports of con- 
cessions continue. 

Boilers and Radiators 

The advance of 5 points on boilers and radiators an- 
nounced last week has been followed by nearly all other 
manufacturers. Different causes are named as the reason 
for this advance, but the general consensus of opinion is 
that the advance is a result of the unabated demand for 
boilers and radiation. Plants continue to work at capac- 
ity and manufacturers report no let-down in demand. De- 
liveries in general are reported to be better than in any 
previous year. One manufacturer, however, states that 
deliveries on certain types of round boilers and wall radia- 
tion are slightly deferred, although not enough to cause 
any inconvenience. 

J. C. Nolan of Houston, Tex., was awarded the plumb- 
ing and heating on the First Evangelical Lutheran Church 
at $13,660. 

Kirkwood & Wharton of San Antonio, Tex., have been 
awarded the plumbing on the five-story addition to the 
National Bank of Commerce building at $10,684. Heat- 
ing went to Jud & Ormond at $8,130. 





DOMESTIC ENGINEERING 63 


NEW YORK 


Using payrolls and building material bills as a measure, 
the division of building and housing of the Department of 
g which 


Survey shows 
Going back 


Commerce has recently completed a 
that winter construction the increase. 
as far as 1923 the survey discloses that each year shows a 
substantial gain over the preceding The 
advanced for this are the facts that contractors can retain 
their organizations, thus avoiding costly spring reorgani- 
zation, and that available seasonal discounts on materials 
can be utilized. Owners benefit by the fact that 
tions consummated during the winter months come into 
productivity at a time when they would be only in the 


is on 


one reasons 


opera- 


starting stage if the old winter shut-down method was in 


practice. 
Little let-up in demand for plumbing materials was 
noted in the metropolitan area during the past week. 


Heating equipment sales continue to mount with the an- 
nounced five point advance on November 1 by most makers 
of boilers and over the 
cline which that date. 
were also strengthened five percent during the past 

Most the 
have been on the side of continued confidence with 


radiators cycle 2% point de- 
Range boiler prices 
week. 
week 
little 
or no slackening shown in production by nearly all manu- 


In some quarters a lack of 


was due on 


developments in the industry during 


facturers of major products. 


transportation facilities has made itself felt to some 
extent. 
Soil Pipe 
Stocks in many of the foundries supplying the New 


York market have been built up to a point where they are 
This, how- 
ever, is not true of the soil pipe and fitting inventories of 
most wholesalers who, for the most part, are buying com 
paratively very little ahead of De- 
liveries are satisfactory. not 
changed. 


well assorted but are by no means excessive. 


current needs. 


firm 


their 

Prices are and have 
Steel Pipe 

Mills, for the most part, are said to be pfoducing at but 

has obtained for the 


little under the rate which past sev 


eral months. Tonnage, which has held up well during the 
past 60 days, continues to move forward in about the same 
volume. While mills are in a position to forward ship 
ments promptly, there has begun to be a noticeable slow 
ing up on the part of railroads, due to the heavy movement 
Few wholesalers well 
resale prices are generally firm, as are those of 
turers. 


of produce. are stocked Their 


manufac 


Wrought Tron Pipe 


Demand for wrought iron pipe, which has been reason 
slight 


However 


ably good for the few weeks, @éxperienced a 
falling off during the early part of this month 
this condition is far from alarming; some mill representa 
tives charge it to the 
ness. Wholesalers generally are going along on minimum 
stocks, depending on the 
which is maintained by most 


firm and have not changed. 


past 


election day interruption to busi 


satisfactory delivery service 


manufacturers Prices are 
Enameled Ware 

Most makers of enameled 

sustained 


ceeding those in September by from 10 to 15 percent with 


ware are gratified with the 


demand. Some report October sales as ex 


no perceptible lessening in sight for the immediate future 


Wholesalers’ stocks are not heavy and require frequent 
bolstering. Warehouse stocks of manufacturers, in most 
cases, are such as to permit deliveries that are satisfac 


Prices generally are firm and unchanged 
Pottery 
Orders are reaching potters in a volume which has not 


perceptibly changed for some time 


tory. 


Bookings for pottery 
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intended to equip new buildings and designated for after 
January 1 delivery are being made in substantial volume. 
Manufacturers have fair stocks of most staples which puts 
them in a position to forward shipments in fairly good 
season. However, there are some pieces of stocks which 
are low. Most wholesalers are forced to do a great deal 
of rush shipment buying, due to the condition of their 
stocks with relation to buying on the part of the trade. 
Prices remain as established some time ago on a firm 
basis. 
Plumbers’ Brass Goods 

Current business on brass goods has not been particu- 
larly active during the past few days. While wholesalers 
generally are not well stocked, they are in many instances 
covered for the last quarter and are forwarding releases 
with a regularity that fairly well sustains activity. Asa 
rule, prices are holding firm and steady. Shipments .on 
practically all brass goods items are coming through with 
a promptness that indicates good stocks at the sources of 
supply. 

Range Boilers 

A number of range boiler manufacturers have issued 
new sheets which embrace an approximate five percent ad- 
vance and establish prices considerably above the low level 
reached some weeks ago. Demand, which is not by any 
means heavy, is a reflection of the buying of plumbing con- 
tractors for, as a general rule, stocks in the hands of 
wholesalers are not large. Shipments against orders on 
the books of makers are forwarded without delay. 

Boilers and Radiators 

As yet there is evident no disposition on the part of 
heating contractors to modify the volume of their speci- 
fications. Demand is greater today than a year ago. 
Makers are forwarding shipments for the most part satis- 
factorily, with a maximum extension of 30 days on a very 
few types by some. There is a variation, however, so that 
practically every type boiler may be obtained in this mar- 
ket with little or no delay. The five point advance over 
the 2% point cycle reduction of November 1 incorporated 
in the new sheets forwarded to the trade by some manu- 
facturers, has brought prices of heating equipment to 
about the same level as was effective a year ago. 


PHILADELPHIA 


The first week in November finds activity in plumbing 
and heating circles in the Philadelphia territory about 
what can be expected for this season of the year. De- 
mand for plumbing material is naturally less at this sea- 
son of the year than it was when master plumbers were 
busy with installations, but is still proceeding at a clip 
little below that of a year ago. While heating contractors 
are not as busy as they were a month ago, there is still a 
great deal of activity in this department and proportion- 
ately more business is being done by wholesalers’ heating 
departments than their plumbing divisions. Buying of 
heating goods, incidentally, has been stimulated a great 
deal by price advances during the past 10 days by many 
manufacturers of boilers and radiation. 

The demand upon the manufacturer, except in the case 
of boilers and radiators, is practically entirely for mate- 
rial that will be installed in the very near future. Whole- 
salers, most of whom have only fair stocks of goods on 
hand, are not building up inventories at this time of year, 
with stock taking time less than 60 days distant. 

Both makers’ and jobbers’ prices are holding firm, with 
advances on some products. The advance of 5 points on 
boilers and radiation made by one company a week ago 
has been followed by the majority of the larger manufac- 
turers, although there are at least two notable exceptions. 
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Several makers of range boilers also announce an increase 
of five percent, and one cast brass company has issued a 
sheet with a few slight increases on major items. Brass 
pipe, however, has declined slightly since the last report. 

There are reports of many manufacturing companies 
getting into the market for pig iron, and strength is 
shown in prices quoted for this material. This price 
strength has not yet been reflected in steel prices, however 

Soil Pipe 

There is no organized buying movement yet, and total 
shipments into this territory are not large. It is reported 
that one large interest will not accept orders for delivery 
more than 30 days in advance. Prices are apparently less 
firm than they were a month ago, instances of shading by 
foundries in order to secure attractive orders being re- 
ported. Neither wholesalers nor foundries have large 
stocks, the latter curtailing production somewhat. 

Steel Pipe 

Steel pipe business continues to hold up exceptionally 
well, with a good quantity of pipe being shipped into 
Philadelphia and eastern Pennsylvania. One mill reports 
the largest shipments in October of any month this year. 
Prices quoted are the same as the figures for several years. 
Prompt shipments are being made. 

Wrought Iron Pipe 

October was not a heavy month for wrought iron pipe 
mills, and demand has not yet shown an appreciable 
quickening so far this month. Prices remain steadily 
firm. Prompt deliveries are the rule. Wholesale stocks 
are being maintained at low ebb. 

Enameled Ware 

Jobbers continue to order only enough ware to keep 
their stocks well assorted and large enough to care for 
early requirements. Total volume of shipments is less, as 
is natural, although one large interest finds little lessening 
of demand so far. Prices are firm and unchanged. Ship- 
ments are being made as wanted. 

Pottery 

A particularly optimistic report is made by one large 
pottery, which finds that shipments into this territory dur- 
ing the third quarter of the year were 40 percent higher 
than the same period in 1925. This condition seems 
hardly indicative of the general trend, however, the bulk 
of the makers finding 1926 business about on a par with 
last year’s, although nationally both orders received and 
shipments for August and September exceeded September, 
1925. There still is a brisk demand for porcelain ware. 
Priges are unchanged generally. Deliveries of staples are 
not being delayed to any appreciable extent. 

Plumbers’ Brass Goods 

No general price change has been made, but one cast 
brass company has increased some major items approxi- 
mately five percent. Prices from some tubular companies 
continue to be subject to revision downward when large 
amounts are specified. Wholesalers generally have not yet 
begun to contract for tubular goods requirements for the 
first quarter. Demand continues to be seasonal. Ship- 
ments are almost uniformly prompt. 


Range Boilers 
companies advanced prices on riveted and 
welded boilers 5 percent during the week. Also, one com- 
pany, whose source of supply of riveted boilers is in an- 
other section of the country, announced that large 
amounts of these boilers would now be warehoused here. 
Demand shows a slight stimulus following the advance. 
Boilers and Radiators 

The five per cent increase on boilers and radiation, made 
last week by one company, has been followed by many 
other large concerns. A spurt in demand is reported by 
several companies as the result of the price change. De- 
liveries are fairly prompt. 


Several 
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NEW ENGLAND 


Activity in finishing work in plumbing and in new in- 
stallations as well as replacements in the heating indus- 
tries keeps labor fully employed and jobbers as well as 
manufacturers moving steadily in order to keep the flow 
of material uninterrupted. In the heating field, especially, 
there is great activity and a heavy demand for heating 
material is reported from all sections. While the call for 
plumbing goods is not as brisk, there is little evidence at 
this time of any real falling off in demand. Manufactur- 
ers, in several lines, are at present on a curtailed produc- 
tion basis, yet sufficient stock has apparently been accu- 
mulated and enough is still being produced to keep ahead 
of jobbers’ needs. Buying continues to be of the fill-in 
nature. Prices are holding firmly at recent levels in the 
major commodities with some slight changes in the minor 
items such as brass and lead pipe. Other than these there 
has been no change during the week except for boilers 
and radiators, on which items an advance of 5 points was 
announced last week. Several manufacturers also raised 
the prices of range boilers about 5 percent. 

Soil Pipe 

Prices are firm and steady with no change. There is 
still a steady demand on the jobber for lots running from 
small to large shipments, indicating that new work is still 
in process. Foundries are working on a curtailed basis, 
but steady production keeps stocks of sufficient size on 
hand so that all orders are being handled promptly. Job- 
bers’ orders are of the fill-in type and only of sufficient 
size to keep inventories at a safe level for quick turnover. 

Steel Pipe 

There is still brisk activity in this commodity with a 
steady demand from heating contractors. While jobbers 
are not buying heavily, their orders are numerous and 
this keeps a steady stream of material passing through 
the mills. Manufacturers report business very good and 
the rapidity with which mill shipments are put in transit 
indicates good stocks at that source. There has been no 
change in prices. 

Wrought Iron Pipe 

Prices are unchanged and steady at old levels. While 
the demand for wrought iron pipe is not brisk, a good 
tonnage is moving composed of many small shipments. 
Jobbers are holding stocks at low but safe levels and are 
buying only as low spots appear in their supplies. Mills 
are shipping promptly and business compares favorably 
with that done in past years. 

Enameled Ware 

Prices are steady and firm at old levels. There is still 
a good movement of this commodity, as contractors are 
calling for finishing materials and jobbers are constantly 
in need of goods from manufacturers. Manufacturers ap- 
pear to be able to keep ahead of demand and there is a 
smoothness and steadiness in this commodity that enables 
business to be transacted quickly. Buying is still con- 
fined to needs, as jobbers are looking forward to the in- 
ventory period. 

Pottery 

Little activity is reported in this commodity. There is 
still a fair movement of staples, but most of this business 
was booked prior to the last advance. The goods now 
moving, in so far as staples are concerned, are mostly in 
this class, although there is, however, a fair movement of 
specialties. Potters. report little future business being 
entered. Prices generally are steady. 

Plumbers’ Brass Goods 

While there is not extreme activity in this commodity 
there is, nevertheless, a good movement of both cast and 
tubular goods. Buyers are as yet, for the most part, hold- 
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ing back on placing of future business, although many are 
sounding the market. The price market is steady and 
strong. Jobbers appear to have enough material either 
on hand or ordered to take care of their needs up to the 
end of the year. Pick-up orders are the rule, as efforts to 
hold inventories down are usual at this time. 
Range Boilers 

During the week several manufacturers announced an 
advance of about 5 per cent on welded and riveted boil- 
ers. There is a fair but not heavy demand for this com- 
modity, with jobbers buying only to keep stocks at aver- 
age working levels, and manufacturers’ shipments and 
warehouse deliveries are on this fill-in basis. No delay in 
receipt of material after release orders are entered indi- 
cates ample stocks in hands of manufacturers for all busi- 
ness placed. 

Boilers and Radiators 

A continuance of the brisk activity is reported. Heat- 
ing contractors are very busy and are keeping a steady 
demand in front of the jobber and manufacturer. Busi- 
ness is being done at high speed and while there has 
been no unusual delay in shipments as a whole, there are 
some items that have fallen slightly behind. Commit- 
ments for future are heavy and immediate delivery orders 
are also being entered in large number. Most large manu- 
facturers have advanced prices of boilers and radiators 
about 5 points. 


PACIFIC COAST 


Generally speaking, there was no change in business 
conditions along the Pacific Coast during the past week. 
The market at present has no outstanding features and, 
taken as a whole, business may be said to be fairly satis- 
factory. Price conditions vary in the different jobbing 
centers. 

Soil Pipe 

There continues a fairly active demand for this com- 
modity which, considering the period of the year, is well 
up to expectations. Stocks in jobbers’ hands are well as- 
sorted and ample for present requirements. 

Steel Pipe 

There is very little if any change in the demand for 
this commodity, which is moving at a fair rate. Dis- 
tributors, generally, have well assorted stocks and prompt 
deliveries can be made out of stock on practically all re- 
quirements. Jobbers’ out of stock prices remain un- 
changed. 

Enameled Ware 

The demand for enameled ware is on a par with previ- 
ous weeks and there is little indication-of any change in 
the near future. Jobbers are keeping stocks at a minimum 
and depending on nearby factories and manufacturers’ 
warehouses for goods, as prompt deliveries can be ob- 
tained from these sources. Prices to the trade remain 
unchanged. 

Pottery 

A fairly well sustained demand continues for this com- 
modity, which jobbers have no difficulty in supplying, as 
at present there is being manufactured on the Coast a 
greater volume of this ware than can be absorbed in that 
territory at the present time. Prices to the trade vary in 
the different jobbing centers and remain unchanged. 

Plumbers’ Brass Goods 

There continues a well sustained demand for this com- 
modity, which gives every indication of continuing for 
some time. Conditions in the brass market on the Coast, 
due to the number of manufacturers and distributors offer- 
ing their products to the trade, affect both the price and 
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the individual sales, weakening the former and limiting 
the latter. 
Range Boilers 
There is no apparent change in the demand for range 
boilers. Most sales are in small lots for actual require- 
ments and no difficulty is experienced in obtaining deliv- 
ery either from jobbers’ stocks or factories. 


The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 





Par 1926 





Value High Low Quotations of November 8, 1926 * Bid Asked Last 
25. 122% 10114 American Radiator Co. com A 110 110% 110 
100 131 127 American Radiator Co. pfd A 131 132 131 
50 51% 414 Anaconda Copper Mining Co ; é A 49% 49% 49% 
NP 39% 24% Brunswicke-Balke-Collender Co wsseeeeeA BY 354 3K 
NP 41% 28 A.M. Byers Co. com...... A&F 36% 37% 37 
100 103 OB Ai TRG Ghai ds wc ccecceccderve A&F 103 cinee ee 
100 115 104 Century Electric Co. com,................4+ G 114 115 1144 
100 110 104% Century Electric Co. pfd........... GG 104% 105% 104% 
50 44% 36 Chicago Nipple Mfg. Co. “A”...... ..B 42% 438% 43% 
5 31% 26 Chicago Nipple Mfg. Co. “B”...............B 31 31% 31% 
23 60 a I GIB. ois ciivs vdeccdeecaves Cc 49% 5 49% 
100 117% 113% Crane Company pfd........................C 116 116% 116% 
100 91% 73 Detroit Brass & Malleable Works.............D 84 84% wMy% 
2 33 26 Eagle-Picher Lead Co..................245- I 29% 30 30 
NP 6034 40% Fairbanks Morse & Co. com................ A 4&4 44 43% 
100 115 10814 Fairbanks Morse & Co. pfd................- A 108 110 109% 
NP 161 130 Johns-Manvide Inc........................B 148% 150 149 
100 105 72% Jones & Laughlin com....................-. F 105 ie ae 
100 120 114 Jones & Laughlin pfd....................... F 115 120 115 
10 19% 14 Michigan Copper & Brags Co..............- D 16 17 16% 
100 174% 138 National Lead Co. com.....................A 151 151% 151 
100 130 BO I Boo c cc iecd ccececteve A 116 117 116% 
100 110% 98 Ohio Brass Co. pfd.. ..H 101 ening 
NP 79% 72% Ohio Bras Co. “B”................. H 75% 75% 76 
NP 16% 11% Pacific Steel Boiler Corp........... > Fe 124% 12% 
100. 110 100 ~=Penberthy Injector Co. pfd...... ite .--D 106 108 106% 
25 2844 22 Pierce B. & P. Mfg. Corp. com...... ‘ae ae 30 27 
100 102 98 Pierce B. & P. Mfg. Corp. pfd ..U 100 103 100% 
NP 2 15 Rishmond Radiator Co. com ...B 16% 17% 17 
NP 51% 36 Richmond Radiator Co. pfd............ .B 40 404% 40 
100 245 ee ee ...U 238 243 242 
25 118 95 Standard San. Mfg. Co. com . ee 95 
100 116% 115 Standard San. Mfg. Co. pfé@................. F 110 115 115 
100 =§2 45 Trenton Potteries Co. com...... ee le 55 48 
100 111% 973% Trenton Potteries Co. pfd.................- U 95 105 97% 
100 248% 158% U.S. Cast Iron P. & F. Co. com............. A 206 208 20634 
100 109 100% U.8. Cast Iron P. & F. Co. pfd.............A 105% 107 105% 
NP 42% 36% U.S. Radiator Corp. com.... .D 36% 37% 36% 
100 102 9034 U.8. Radiator Corp. pfd.................... D 90% 100% 100 
100 88% 8% U.S. Rubber Co. com... ’ Se 60% «860660% 
100 100 101% U.8. Rubber Co. pfd......................-A 10644 107 106% 
100 168% 117 U.8&. Steel Corp. com.................0000- A 147% 147% 147% 
100 130% 124% U.S. Steel Corp. pfd... A 12 129 128% 
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NP 23% 12% Walworth Company......... vy eee 164% = 16 
NP 234% 13 Williams Oil-O-Matic Htg. Corp. CC 4 15 143; 
NP 10% 6 Wolff Mfg. Corp caw mes. @ ¢ 
NP 95% 698 Youngstown Sheet & Tube Co.............. A 86% 87% 87 
*Where |isted— 


A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 


The Metal Market 


Average Average Average 


F--Pitteburgh Stock Exchange 
G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 





Nov. 8 Sept., 1926 July, 1926 1925 
PIG IRON— 
No. 2 foundry, Chicago, 
re eee $21.00 21.00 $21.00 $22.00 
PLATES AND SHEETS— 
Steel boiler plates, 
Pittsburgh, per Ib... 1.90c 1.90c 1.90¢ 1.95¢ 
Blue annealed _ sheets, 
No. 10, Pittsburgh, per 
is ~h shdat Bd Se ve, Ace nee ie 2.40c 2.30c 2.30c 2.45¢ 
Black sheets, No. 24, 
Pittsburgh, per lb.... 3.10c 3.05¢ 3.10c 3.30c 
Galvanized sheets, No. 
24, Pittsburgh, perlb. 3.95c 3.95¢c 4.30¢ 4.45¢ 
TIN— 
SEED SER. wide dda awe 72%e 
COPPER— 
Prime Lake, f. o. b. re- 
SO Sask Vetcecwte 14.15¢ 
Electro, delivered ..... 14.05¢ 
LEAD— 
CD scuwasedesecbu 8.20c 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb. Per lb. 
Aluminum clippings ..21%c Capper, TRE. os 656 o'02% 10 ec 
ON. CAM. arindas ves aan 65 c Copper, uncrucibled 
ee, SES os wake wade 6%c PE: cas wauaawadeswnes 1l\c 
Brass, heavy mixed.... 7%c Faucets and valves.... 9 <« 
a ee 9144¢ ee eee T%e 
Copper, crucible ...... 12 ¢ BeeGer SOIMCS 2c ccccns 10 %4« 
NOTE: Prices are those quoted on Monday of this week. 





F. H. Yungeberg, Portland, Ore., is at present installing 
plumbing in two residences—one at 1451 North Ota- 
man street and the other on Fifty-sixth street in Rose 
City Park. 

O. D. Fruit, Portland, Ore., is installing plumbing in a 
residence at 1104 Shaver street for Chas. K. Fulton. 


SHIPNENTS 


Enameled Iron Sink Stocks 
Heavier; ShipmentsSlightly 
Less than 1925 


The accompanying chart on stocks and 
shipments of enameled iron sinks, 
based on reports to the Department of 
Commerce by the 21 manufacturers 
comprising the entire enameled iron 
sanitary ware industry, shows that ship- 
ments during the first nine months of 
1926 were slightly lower than during 
the corresponding period of 1925. 
Stocks, however, as is shown by the 
chart, have been slightly heavier than 
they were in 1925. 


Engineering 
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Variations in Plumbing Practice | © 


(Continued from Page 32) 


the group of 3 water closets, 9 to 11, two vent risers are 
noted, and three for the four water closets, 14 to 17, 
whereas in the group 35 to 38 there is only one riser. “GOLD NUGGET” 

The last named would be the correct method except for BRASS FERRULES 


the fact that what is supposed to be the vent stack is ‘The manufacture of quality brass 
ferrules is a specialty wito us. If 
you want to give your trade high 
grade.accurately madeand nicely 

a ete dardi the 
Richmond Line. Our large ware- 
house stocksand unexcelled ship- 
ping facilities makes trading with 


RICHMOND 
Foundry& Co. 
RICHMOND, VIRGINIA 
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hf SQUARE [=| GEE 

2 -<F Iron Malleablelron FITTINGS 
ag We are so proud of Square 





“G’’ fittings that we 
stamp on each one a square 
G as a means of instant 


recognition. 


made use of as a soil stack by fixtures on floors above. 
Fig. 1 shows a more correct method. Fig. 6 or Fig. 15 
show 3 and 6 vented to better advantage, with less use 
of pipe. It is wrong to give lavatories 30 and 34 an indi- 
rect connection. The vent riser between 32 and 33 is un- 
necessary. It seems to us that the trap receiving the 
cellar drainer discharge would be likely to overflow. 
14 vents into a soil stack. 40 could be omitted. WAREHOUSES 

Fig. 3.—3 and 6 have crown vents. Fig. 6 shows a 
good method. 4, 28 and 32 have quarter bends at the 
lower point on their vents, which is poor practice. Best 
to omit 40. 

Every reader of this article is urged to send in sug- 
gestions for the improvement of this method of giving 
plumbing instruction. 
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Fig. 15 Fig. 16 
Full 
Fig. 4.—The original instructions state specifically that : ; Waterway 

only fixtures 1 to 21 shall use the soil and vent stacks 538 ‘ 

Well 
shown in the original drawing. 1 needs no vent, as it is 7 stein c 1 
stack-vented. 7 and 8, 12 and 13, 18 and 19, 34 and the f C 
special sink enter the common waste fitting at 45 de- \\ ®> , r ee A Splendid 
grees. Inasmuch as these pairs of fixtures are supposed . ( \. ae Fixture 
to have a unit and continuous vent, the connections should P| Ot 
be made with double T-Y fittings as in Fig. 6. 23 and 24 _ 


need no vents, as they are stack-vented. P 
Fig. 5.—This drawing was made with such faint lines 
that we are not at all sure that we have correctly under- AMERICAN SANITARY MFG. CO., Abingdon, Illinois 


(Continued on Page 72) 
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KOH LER OF 


POSSESSES SESE HEHE EEE EEE EES E EEE EEE SE EEE HH EEEEEEEE SEES BERETS EEEEEEEEEEEEHEREEEEEHEETH RHEE ERE R ERE 


s TERE it is—the Kohler 

Electric Sink! The most 
important new thingin plumbing 
fixtures, the biggest business news 
for plumbing dealers, since 
Kohler introduced the “Viceroy” 
built-in tub. 


It means to the plumbing 
dealer what the electric washing 
machine and vacuum cleaner 
have meant to the department 
store and appliance dealer—an 
opportunity to “cash in” on the 
American demand for labor- 
saving equipment for the home. 


Model 


The Kohler Electric Sink 
combines the perfected electric 
dishwasher with Kohler sinks 
in special models to meet all re- 
quirements — right-hand and left- 
hand models, with or without 
drainboard; also a separate dish- 


washer model. 
All Kohler Electric Sinks are 


DOMESTIC ENGINEERING 


ELECTRIC SINK 


of one-piece construction, enam- 
eled all over with the wonder- 
ful Kohler enamel. The brass 
fittings are also Kohler-made. 
Through and through, the qual- 
ity is Kohler quality. 


\ 
) 


A two-page announcement in 
full color will appear in The 
Saturday Evening Post, Nov. 20 
(out Nov. 18). Liberty, the same 
week, will have a back cover in 
full color. 


Be sure you see these impor’ 
tant announcements. Mean- 
while, mail the coupon below so 
you will be fully informed, ready 


to take advantage of the interest 
which this advertising will 
arouse. 


Clip the coupon, sign it, fill in 
your jobber’s name. and mail 
today. 


KOHLER CO, Founded 1873, KOHLER,WIS. 
Shipping Point, Sheboygan ,Wis.+ Branches in Principal Cities 


PPPS PSST REST HSE HEHE EE HEE EE SHES E TEESE HEE EE TEESE TERETE EERE EERE, 


KOHLER CO., Kohler, Wisconsin 


Gentlemen: Please tell us about the Kohler Electric Sink. 


¥} po Name 


Address 


Jobber’s Name 


Mention Domestic ENGINEERING when writing advertisers. 
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Trust the women to spread the news. Every time 

you hang radiators the E-Z way you've made 

some woman a friend “tor hifel And she'll teli all 

her f {friends how this vast improvement saves her 
back om cleaning day! 


The E-Z way makes less work for you, too. No 
accurate placing of anchor bolt required— 
justable. 


tis 
-Ruff Co. 
770 a, ve. St.Paul, Minn. 
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EMING Hand Pumpsinclude 

a complete line of Pitcher 

Spout and Cistern Lift Pumps for 

shallow wells and cisterns; House 

Force Pumps for hand use in do- 

mestic water supply; Set Length 

Liftand Force Pumpsfor handand 

Fle. 135 windmill use; and many other 

Closed Top types. SendforComplete Catalog. Fig. 516. “Blue 


— Spout The Deming Co., Est.1880, Salem,O. Special”’House 
=p ‘oree Pump 


HAND AND POWER PUMPS 
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That 
ODUDLEXO 
Feature 


Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 


MSDONNELL & MILLER 





WRIGLEY BUILDING, CHICAGO 


Eastern Warehouse Stock, Bush Terminal, N. Y. 
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HERMAN C. SIEVERS, 
bes yy CHICAGO PLUMBER, 
Says:— 
$ 6 6 “We sell EverHot Heaters be- 
cause they give real hot water 
service. I oon had one in my 
own home for over four years 


$ without a single serious ad- 
justment on it. Your com- 


pany has a real Water Heater 


and a real policy. That is why 


$ l 39 we sell EverHots.” —«o79) 


fverHot Heater Co. 


Detroit, Michigan 








stood it. However, the artist fixed it up the best he could 

The group of fixtures, 14 to 21, should connect into the 
house drain rather than into a special branch. Accord 
ing to instructions, only 1 to 21 should connect into the 
main vent stack, and it is therefore wrong for 30 and 31 
to so connect. The drinking fountains and refrigerators 
are wrongly connected. Fig. 12 shows a good layout fo: 
this part of the work. As here shown, these fixtures hav: 
a direct connection, whereas only an indirect connection 
should be used. The trap at the foot of the stack should 
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Fig. 17 z 18 














not be used—it results in double-trapping all the fixtures 
This stack should pass through the roof. 40 discharges 
into a well, and the accumulating waste is lifted into the 
gravity system by means of a sump pump, a method which 
is O. K. if it is absolutely necessary to retain the sink. 

Fig. 6.—14 to 21 might better connect into the house 
drain. 30 to 33, 28 and 29, and 34 to 38 should not vent 
as shown, as only 1 to 21 are supposed to vent into this 
stack. Stacks for 22 and 26, also for 23 and 27, should 
pass through the roof. 39 should discharge indirectly to 
the drainage system, as in Fig. 7. 

Fig. 7.—The work on 1 to 21 is well done, although 
instructions called for circuit venting of 7 to 13 and 14 
to 21; this is true also of 35 to 38. The refrigerators 
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Fig. 19 Fig. 20 

















should not connect directly into the drainage system, but 

as in Fig. 4. We think the work would be improved by 

running a straight stack and taking in 23, 27, 30 and 34 
“Domestic Engineering” receives numerous letters at- 
testing to the great value of this kind of instruction in 
drawing. The trade is urged for its own benefit to take 

up this study. 

IG 8.—This drawing does not follow instructions 
F given with the drawing problem. Only 1 to 21 should 
vent into the main vent stack. 7 to 13, 14 to 21 and 35 to 
38 should be circuit vented. Several of the water close! 
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YOUR Harvest Time 
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Right now is the logical time to line up your prospects 
for pump orders—close sales for immediate deliveries— 


and get ready for future business. 


Winter—with its 


freezes, thaws and zero weather—is almost upon us. 
Outdoor hand pumps will be more annoying than ever— 
more really dangerous to the housewife’s health and more 
inconvenient to the entire family. 


Why not take advantage of these 
facts and hit the line hard for 
more orderson DAYTON Pumps 
and Water Systems? It’s your 
best season to sell the farm home 
and the suburban resident on 
the comfort, utility, convenience 
and downright economy of 
DAYTON Pumps. 


And with the complete DAYTON 
Line to show them you have a 


pump to fit every purse and 


Cw 


every need. You have low first 
cost, economy of operation and 
years of dependable service to 
offer them. 


Write us today to send you com- 
plete details of the DAYTON 
Dealer Proposition and our new 
catalog showing the full line of 
DAYTON Pumps and Water 
Systems. Then you’ll decide to 
go out and secure the profitable 
business that is now waiting in 
your community. 


Cw) 


The Dayton Pump & Mfg. Company 
Dayton, Ohio, U. S. A. 


7 fed de 
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200 Fea oun 





The DAYTON ‘‘Cub” 


A complete ‘‘fresh water” system 
for use in small homes, etc., where 
biggest value and lowest cost is 
desired. Pumping capacity 200 
gallons per hour. 





Freshflo — For Deep Wells 


A “fresh water”, deep-well outfit; 
made in 44-inch and 6-inch stroke 
sizes; self-oiling; rugged construc 
tion; low-priced. Capacities up to 
500 gallons per hour. 








Unisystem No. 40 


A double acting single cylinder 
automatic pump, completely as 
sembled with 30 gallon galvanized 
tank. Wearing parts reduced 50%, 
compared to the duplex type of 
similar capacity. 


Use the Coupon! 


Here is the coupon 
that will bring you 
complete details of 
the DAYTON 
Dealer Proposition. 
Send it today and 
get started with the 
profit-making line. 









p-E-14-13 


The Dayton 
Pump & Mfg. 
Co., Dayton, 6 





Send a copy of 
the DAYTON 

Dealer Book, along 
with your plan of deal- 

















Dayton Pumps y 7 
the water do the running = ie 


Oe State. 


Mention Domestic ENGINEERING when writing advertisers. 
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SOFT RUBBER IS BEST FOR ERASING 
© —because it is SOFT 


A SOFT RUBBER BALL 
IS SAFEST FOR PLAY 


—because it is SOFT 


BUT Soft Rubber is NOT Best 
For Tank Balls—because itis SOFT 


The DELANY VALVE 


is equipped with a HARD Rubber Ball 


T IS A KNOWN FACT, accepted by the trade and the 

house-owner, that the soft rubber ball is not satisfactory. 
It has held back low tank perfection for thirty years and has 
caused four times as many gobacks to the job as any other 
fixture. That’s why we have discarded it for good and all. 








Careful research by Delany Engineers has perfected a HARD 
rubber ball for exclusive use in the DELANY VALVE that 


absolutely ends all of your troubles. 


Sell them to your best customers—don’t make pennies in- 
stalling a soft rubber ball— make dollars installing a 
DELANY VALVE, with its eight exclusive features. This 


is absolutely the first Valve you could ever guarantee. 





Send for Free 
Literature and 
Sales Helps Fittings — Delanyite Tanks — Hidden Screw Seats 





Demand DELANY FITTINGS 


ON SALE AT ALL LEADING SUPPLY HOUSES 
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verits have quarter bends on the turn, which prevents 
proper drainage of them. 9 and 10, 16 and 17, also 35 
and 36, have their vents connected together below the 
floor, which will allow the water closets to flush through 
the vent connections; they should rise above the fixture 
before connecting together. The fountain stack should 
pass through the roof. 25 should be stack-vented. 
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Fig. 9.—24 to 38 should vent otherwise than into the 
main vent stack, according to instructions given with the 
original drawing problem. It is always a question whether 
it is a good thing to use a fixture supposed to be in com- 
mon use, such as 30, for the discharge of refrigerators and 
fountains. Of course, this actually makes the fixture use- 
less for ordinary use, and our opinion would favor using 
a special sink, as in Fig. 4. It would be better to cut 40 
out entirely. 

Fig. 10.—A saving would be made by connecting 14 
to 21 directly into the house drain. The refrigerator stack 
should pass through the roof. Why discharge the re- 
frigerators into 40 and then the latter into the cellar 
drainer well? The result would have been the same with 
40 out of the way, and our suggestion would be to move 
40 onto the floor above, and discharge the refrigerators 
into it. 

Fig. 11.—7 to 13 are on a circuit vent, and 14 to 21, 
also 35 to 38, should be handled in the same manner, 
according to instructions. 22 and 23 should not be con- 
nected directly into any part of the drainage system. The 
vent for 27 should rise above the fixture. 29 is vented 
into a soil stack. The trap into which 39 discharges might 
be likely under certain conditions to overflow. 

Fig. 12.—6 is crown-vented. 14 needs only the circuit 


vent. 30, also 34 to 38, should not vent into the main 
vent stack if instructions are followed. 28 should be 
vented. 


Fig. 13.—This is a well-executed layout. 14 to 21 and 
34 to 38 might have been connected directly into the 
house drain, a saving being effected thereby. In this 
drawing the basement sink has been moved up onto the 
floor above and used for the discharge of the fountains, re- 
frigerators and cellar drainer, which it seems to us is the 
very best thing that could,be done. 


Class members are requested to send in their photo- 
graphs for publication. Photos and halftones are re- 
turned to them as soon as used. 


IG. 14.—According to the original instructions for the 
F problem, only 1 to 21 should use the vent and soil 
stacks shown in the original drawing. 35 to 38 have as a 
circuit vent a soil stack; Fig. 4 shows this work properly 
handled. See discussion of Fig. 13 for a good method of 
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‘*CHICAGO”’ 
NO. 2 


Power Pipe Thread- 
ing Machine 


ENGINEERING 





For 
Production and Precision 
Threading 





PORTABLE 
Capacity if. re ge 
it} ” to ” 


Boir 





FEATURING: 


Quick Die Change 

. Automatic Die Head 
Three Speeds 
Perfected Oil Control 


Send for Catalog. 


ACHINE CO. 





READ M 


ar oo 


PIPETH 


CHICAGO 


[ 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 


RANGE BOILERS 





~S 








Riveted 
Rivet-Weld 
Welded 
Sure-Tite 


(Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 




















le 





YOUNG 


.CENTRIFUGAL VACUUM 
AND BOILER FEED 


PUMPS 


Element. The Centrifugal member of ou 
e 





Supplied in 
Standard Units 
of Seven Capacities 











Long Lived Pum r 
Pumps runs on full bronze bearings and the shaft is made of mon 
metal. Maintenance costs are at a minimum. 


Bulletin No. 5. describing complete line of pumps, will 
be mailed on request. 


YOUNG PuMp COMPANY 


DUNHAM BUILDING 
450 East Ohio Street, Chicago 
In Canada: C. A. Dunham Co., Ltd. 
1523-41 Davenport Road, Toronto 


fe 


6 ny are more Minneapolis 
Heat Regulators in use than 
all other kinds of heat controlling 
devices combined. Uninterrupted 
leadership for 41 years. 




















=i 





Write for catalog and 
sales plan 








RAN 


Minneapolis Heat Regulator Co. 

Est. 1885 
2801 Fourth Ave. So. 
TREAAINNEAPOLIS™ 


Heat REGULATOR 
°T COAL~GAS~OIL 


EES 


Minneapolis, Minn. 
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THE INCOMPARABLE 


NIEDECKEN SHOWERS 


PATENTED 


The Shower That Is Giving Con- 


tinuous Satisfactory Service in 


the Largest Shower Installations 
in the World. 


Write for Bulletin D.10-X 





HOFFMANN . &. BILLINGS. MFG. Co. 


me un 














Built for Service 


ape the initial design to final testing, careful 
thought is given to lasting service regardless of 
the conditions under which ‘“‘Chicago’’ Pumps are 
placed. The very fact that ‘‘Chicago’’ Pumps are 
installed to do the toughest work in all depart- 
ments where Centrifugal Pumps are adaptable 
proves their worth in meeting requirements. 





Condensation 


“Sure Return” 
Pump and Receiver designed for capacities up to 10,000 


Illustrations shows the 


sq. ft. direct radiation and pressures up to 10 Ibs. Quantity 
production enables us to give you high quality at a low 
price. Delivery in 24 hours. Described in Bulletin 13. 
Other units manufactured for capacities up to 200,000 sq. 
ft. direct radiation and pressures to suit any job. 


Write for Bulletins 


AGO PUMP COMPANY 


7) +SEWAGE-CONDENSATION-CIRCULATING 
| BILGE- FIRE-HOUSE- VACUUM 









2322 WOLFRAM STREET CHICAGO, ILLINOIS 
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handling 40. The trap for the cellar drain discharge 
might overflow under certain conditions. 

Fig. 15.—This is perhaps as good a layout as any we 
have received. A saving could be made by stack-venting 
23 and doing away with the separate vent. Another sav- 


| ing could be made by doing away with the separate waste 
| and vent for 34, and connecting the fixture directly to the 


vertical line nearest to it. We note with considerable 
interest the 2-inch vertical “air relief’ stack at the ex- 
treme left. A note explains that this pipe is a personal 
idea, and that its purpose is for “air relief in case of partial 
stoppage of circuit vent between 14 and 21.”’ Personally 
we cannot see that the pipe would perform sufficient serv- 
ice to warrant its use, and we believe the 4-inch stack 
close to it is entirely sufficient. We do not believe that 
additional piping should be put into the present system 
of plumbing, but rather that we should work for simplifi- 
cation, always, however, without lessening efficiency. It 
is an interesting point, nevertheless, and we are asking 
Mr. Musselman to do as he has done in other instances— 
write us about it. 

Fig. 16.—This layout is quite different from most of 
the others, and a good one. A special sink is used for the 
fountains and refrigerators, and 40 discontinued, all of 
which is O. K. Both 24 and 25 could be stack-vented, 
and a saving thereby made, as in Fig. 17. 

Fig. 17.—This is an excellent layout, with practically 
no criticism. We think the discharge of the fountains and 
refrigerators to the cellar drain pit is fine. The fountain 
waste will act to scour the pit and keep it clean. 

Fig. 18.—3 and 6 are crown-vented, otherwise the draw- 
ing is very well done indeed. 

Fig. 19.—According to instructions, groups 7 to 13 
and 14 to 21, also 35 to 38, should have circuit vents. 
31 should have an indirect waste connection, as in Fig. 
18, and 40 would best be omitted. 22 and 26 should not 
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tion (Plate B-148), fills a long 
felt want for seashore installa- 
tions in pipe shafts, It is the only 
combination of its kind. The 
valves are made for various wall thick- 
nesses, hollow tile, etc. 


Y > he Hajoca Beach Front Com 
< 


On seashore specifications the valves 
are furnished for hot, cold, salt and 
fresh water combinations. By means 
of a diverting feature the salt water 
comes in contact only with salt water 
valves and these parts are especially 
made to withstand sea water. The com- 
bination can be supplied with or with- 
out salt water valves, The seats on the 
shower and bath valves are removable 
from the back. This feature is an 
advantageous one since it enables the 
plumber to replace parts without incon- 
veniencing guests in the use of their 
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fooms. Hot and cold, fresh and salt 





water may be drawn through the bath 
valves. 

In keeping with the luxurious ap- 
pointments of the Hotel Dennis, Atlan- 
tic City, the management installed 
several hundred of these Beach Front 
Combinations in the bath rooms of the 
new addition, and workmen are now 
engaged replacing previous installations 
with these fixtures in the older part of 
the hotel. There are between 500 and 
600 of these combinations installed in 
Atlantic City hotels. 

The Beach Front is made of the finest 
quality Hajoca Brass and is patented. 
The Nozzle, shower-head and _ wall 
flange can be furnished in china as well 
as nickel plated brass. 

Complete information fur- 
nished upon request. 
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Durable Accurate’ Convenient 


Universal chuck de- 
signed and built by 
Merrell especially for 
pipe machine service 




























ch permits 


eeds 
sp dle ¢ ontr ol 


Friction clut 











pight spindle 

















Double cut off 
knives cutting 
from two 
sides simul- 
taneously 














Universal 
centering 
chuck 














DURING two generations Merrell Pipe 
Threading Machines have been building 
a host of unwavering friends and sup- 
porters, and a reputation for dependable 
service that establishes them as the 
leaders in their field. 





Merrell Revolving 


lenges Clean cut, perfect threads—long lived rug- 
only’ occasional us ged design—quick,easy changes—efficient 
coat aubuite. cutting speeds—these are factors that 








make Merrell machines most desirable. 


MER 


PIPE THREADING yqebe 











IMACHINES 


The Merrell Manufacturing Co., Toledo, Ohio 
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connect directly to the drainage system, but should have hed is - 
t an indirect connection, as in Fig. 18. 23 should be stack- 
vented. 





Join the Class now. All that is necessary is to send 
in a solution of a Plumbing Problem. 




















1G. 20.—The refrigerator stack should not connect di- 
rectly into the drainage system, but should have an 
indirect connection. The venting on this layout is poor, 
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Fig. 24 Fig. 25 
































and our advice would be to study the other drawings sub- 
mitted, with special reference to this subject. 8 should (Ge) 
be stack-vented, same as 3. Fixtures 5, 6, 7, 10, 11, 12, . 
13, 14, 15, 16, 18, 19, 20, 21, 22, 23 and 24 to 32 should 




















all be vented. The main trap should have two cleanouts. ae! 

Fig. 21.—The principal difficulty with this drawing is j Dom - 
in'the venting. All the vents except for water closets are - 
crown vents, and this type of vent has been done away Fig. 26 





Every Section Has Four 
Chances to Soak Up Heat 


[ Lead the heat to water, and water will grab the heat 
See how Burnhams in 4 ways, make that grabbing 
fool-proof. 


Radiant Heat —the hottest heat of all 
strikes straight up into the deep pockets 
formed by the under edges of the sec- 
tions set side by side. 


Side flue openings lead the flames up be 
tween each section, into the outer flame 
passages. 


Thence to the back of the boiler 


Forward again, along the intermediate 
passages. 


Finally down the big center passage "to 
smoke box and chimney. 





Three times the length of the boiler fire must travel 
in a Burnham Square Sectional Boiler 

And it’s the long fire travel that makes the short 
coal bill, you recollect. 


Irvington, N. Y. 
New York Office: 39 East 42nd Street 
Representatives and Branch Offices in Principal 
Cities of U, S. and Canada 
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with in favor of continuous vents. Fixtures 1, 2, 6, 7 and 
9 are top-floor fixtures, close to their stacks, and should 
therefore be stack-vented instead of having special vents. 
Stack-venting is shown in Fig. 12 and others. The vents 
of all water closets have a square bend at the lower turn, 


which will not drain well. This should be a 45-degree 
bend. 
Fig. 22.—The left-hand fixture in group 3 could be 


stack-vented. 24 should be vented. If the refrigerators 
and fountains are close enough together, they could enter 
a single stack. We note several wet which seem 
to us O. K. The work is well done. 

Fig. 23.—This is a very good 
nothing to criticise. 


vents, 


drawing, and we find 


Every plumbing drawing sent in must be redrawn tn 
India ink by a “Domestic Engineering” draftsman for 
reproduction. Class members can help to eliminate mis- 
takes by being careful with their drawings. 


IGS. 24 and 25. 

KF than the others. The elevation in Fig. 25 is based 
on the plans in Fig. 24. It would seem better, and less 
expensive, to discharge the refrigerators on stack E into 
the same basement sink as those on stack D. The stack- 
venting of one of the stack C lavatories on the first floor 
is not so good, it seems to us, as carrying a separate vent 
would be. Otherwise the work seems O, K. 

Fig. 26.—This work is very well done. We note sev- 
eral wet vents, and believe they are O. K., as shown. 

In conclusion, we want to say that the quality of the 
work shown in these drawings is fine, showing that we are 
getting away from many of the mistakes that persisted 
in showing themselves in the earlier problems. Let the 
good work go on. 


-This is a different type of problem 
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to 125 pounds. 


BLOOMFIELD $3 
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RASS FITTINGS should be equal 
Our Fittings are 


made for a steam working pressure up 


Standard lists printed and punched to 
fit in Trade Extension Binder will be 


gladly sent upon request. 


Discount to Jobbers 


JENKINS MANUFACTURING CO. 
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Top picture, left to right: Harry Schnabel, Earl Judd Corp.; 
Benjamin Cadbury, Haines, Jones & Cadbury Co.; W. K. 
MeAfee, Cambridge Sanitary Mfg. Co., and L. W. Grout, 
Bridgeport Brass Co.—Bottom row, picture at left: R. T. 
Rock, Bridgeport, Conn., and George H. Drake, Buffalo, N. 
Y., master plumbers’ representatives on the advisory com- 
mittee—Picture at left: C. J. Kirk, of Universal Sanitary 
Mfg. Co., shaking hands with Secretary of Commerce Herbert 
Hoover, at the recent conference for the simplification of 
vitreous china plumbing fixtures, held at Washington, D. C., 
under the auspices of the Department of Commerce, which 
is studying simplification for many industries 
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‘“‘Warco”’ No. 1 
Air Valve 
M4"Side Outlet for Radiators 





**Warco’’ No. 2 
Vacuum Air Valve 


4” Side Outlet for Radiators 


With the improved 
“Warco” No. 2—Vacuum 
you can make any steam 
system a vacuum sys- 
tem, because it not only 
a poe air but keeps it 
out 
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Now — overcome both 
‘Air Resistance” and Sales Resistance 


with the complete 
new “Warco’ line! 


The resistance which air offers to efficient 
steam heating was first overcome by W. A. 
Russell thirty-six years ago, through the 
invention of the first volatile liquid air 
valve. 

As a result of Mr. Russell’s inventive genius, 
every steam system today can be made a 
vacuum system. 

And now, sales resistance can be overcome 
by THE COMPLETE NEW STAND- 
ARDIZED LINE OF “‘WARCO” AIR 
AND VACUUM VALVES. Sales resis- 
tance to steam heating systems is reduced 
because of vastly increased efficiency—and 
‘‘Warco”’ Valves will be easily sold because 
they set a nev standard of quality at 
moderate prices. 


In design and construction, these seven 
new ‘“‘Warcos”’ are unequalled by any other 
air and vacuum valves regardless of price. 
They enable you to reduce first costs 
to your customers while improving 
your own margin of profit. 


Write for Price List and Trade Discount Sheet. 


W. A. RUSSELL & COMPANY 


Grand_Central Terminal Building, NEW YORK CITY 


CHICAGO BOSTON PITTSBURGH LOS ANGELES 
Established 1890 


&® 44 






TRADE MARK REGISTERED 


Automatic Air & Vacuum 




































The seven improved 
“*WARCO” VALVES 


“Warco” No. 1—see illus- 
tration. 


“Warco”’ No. 2 Vacuum— 
See illustration. 


“‘Warco” No, 3—\" Bot- 
tom-Outlet Air Valve for 
Mains, Coils and Risers. 


“Warco” No. 3 Vacuum-— 
\%" Bottom-Outlet 
Vacuum Air Valve for 
Mains, Coils and Risers 


“Warco” No. 4—%" Bot- 
tom-Outlet Quick Vent 
Air Valve for Mains and 
HV Stacks. 


“‘Warco” No. 5 %” Bot 
tom-Outlet Quick Vent 
Air Valve for Mains and 
HV Stacks. 


“Warco” No. 6—Vacuum 
—%”" Bottom-Outlet 
Quick Vent Vacuum Air 
Valve for Mains and HV 
Stacks. 
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is installed at 136 East 67th St., New York, 


and an ample supply of hot water, 
clean and satisfactory, is the result. 


Write us for any installation 
advice that you may wish. 


THERMAL APPLIANCE COMPANY 


342 Madison Avenue New York City 


Patented 
Dec. 27, 1921 
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~ That Toledo Job 


By Max Paul Miller 


NE morning I received a long distance call from 
O an architect in Toledo telling me that a certain 

client of his was still complaining of the heating 
system installed in his residence. He advised me that the 
job was installed about three years previously and had 
never given satisfaction. He insisted that we send some 
one to him to find out the trouble and have it remedied 
as quickly as possible. 

Now an individual who has lived for three years with 
a heating plant that does not heat, is not the most 
pleasant person to meet, and from the architect’s tone 
over the phone, we were in for a good bawling out. I 
might state here that the job was laid out and installed 
by others and we had nothing to do with any part except 
that we had made a previous inspection and had not as 
yet made our recommendations because of press of other 
business. Nevertheless, I sent a man on the next train 
to Toledo to see if we could give temporary relief until 
I could go over and make a rigid survey and have the 
trouble corrected. 

The man went to the job. When he returned he said 
he had everything on the job hot and that the system was 
functioning perfectly. While he was explaining how beau- 
tifully the job was working and how he made it work, the 
phone rang with the same architect on the wire. His 
first words were, ‘‘Say, what did you send that fellow 
over to Toledo for? He didn’t do anything. The job is 
as bad as it ever was, and I want you to come over here 
tight away,’’—and from that day on I always took with 
a grain of salt anything my inspectors said. 

The next morning the inspector and I went to Toledo 
and when we arrived they had a roaring coal fire in the 
boiler but no pressure showed on the gauges, and just a 
little vapor at the try cock. All the radiators except four 
seemed hot, but the temperature of the rooms was down 
and there was not enough heat in any room to make it 
comfortable. 

I said the radiators ‘‘seemed” hot. I found the in- 
spector feeling the tops of the radiators, which were all 
water pattern, and of course the tops may be hot but how 
about the bottoms? They were cold. 

When you examine a radiator to see whether it is cir- 
culating properly, don’t feel the top,—that is not the 
important part, but get hold of the bottom, also each end 
to see if the entire radiator is filled with steam. Anybody 
can fill the top, but few fill the radiator 100 per cent 
unless they have quality appliances on each unit and have 
proper venting apparatuses. 

Well, as I said, the radiators were cold on the bottom, 
therefore, they were only about 50 per cent efficient. So 
we went back to the cellar to see if we could raise a 
little more vapor but with no better results, so we opened 
the cleanout doors in the boiler to see what was happening 
and found that when the fitter set up the boiler, he had 
neglected to put cement between the sections with the 
result that the gases went directly to the chimney, and 
the boiler did not get any benefit of the heat. 

This was a side-fired boiler and the gases were intended 
to make two passes through the flue of the boiler before 
they were admitted to the chimney. Everybody had con- 
demned the boiler for not being the proper size. We had 
the fitter come to the job and take down the boiler, and 
I stayed there until it was rebuilt and after starting up, 
not even the owner knew he had the same boiler as, with- 
out effort, we were able to get vapor and enough of it to 
fill the system. 


(Continued on Next Page) 
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The Biggest Improvement 
Ever Made in Shower Baths 


Have you ever been cheated out of a 


pleasant, comfortable shower by 


sudden, unexpected change 
temperature of tne water? 


a 


in the 


Some men have slipped and injured 
themselves on wet tile floors trying to 
escape a ‘‘shot"’ of cold or hot water. 
Others have been scalded, and some 
with weak hearts have died as a 


result of the shock 


In the new showers of the Chicago 


Athletic Associstion 
absolutely none of this trouble 


there will 
When 


a bather enters these showers, he will 
discover one of the most important 


improvements ever made in shower 


THE 


bath equipment 


SHOWER MIXER 


Two Remarkable Features 
Found in No Other Mixer 


A Pressure Equalizing 


Prevents changes in temperature 


POWERS 


Valve 


of 


shower caused by pressure changes in 
supply lines, due to use of nearby 


showers, faucets, or flush valves 

A Safety Stop. 
from scalding caused by a 
in the hot water supply line 
prevents 
steamed-up bathrooms 


waste of hot water, 


Protecta bather 
dead-end" 
it also 
and 


Upon request we shall be glad to 
send a copy of our book describing 
this mixer and showing the names of 


hundreds of prominent users 


The Powers Regulator Co. 


36 years of specialization in temper- 


ature control 
Mffices in 35 Cities 


of 
2716 Greenview Ave., Chicago. 


(3780) 





























CLIMAX 
Cellar 


Drainer 





Why use uncertain and costly water-proofing of cement, 


asphalt, tar, etc., when the CLIMAX Cellar Drainer is 
so positive, dependable and inexpensive? The CLIMAX 
is usually installed in the end; why try something else 


in the beginning? 





BALTIMORE, MD. 


Our 
Catalog 


Rialto Building, 
San Francisco, Cal. 


L. C. Smith Building, Seattle, Wash. 


Pacific Coast Agents: 


Wm. P. Horn Co. 


509 Wilcox Bidg., 
Los Angeles Cal. 
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Heaviest standard tank fittings made 


THE 


INDIANA 


BRASS COMPANY 


Frankfort Indiana 


tt te in the nth Mina tll i i Mi ln lll ll Ae, A 


Largest exclusive producers of tank fittings 
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UNCONDITIONALLY GUARANTEED 


»ARROW > 


TRADE MARK 
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PNEUMATIC — STORAGE— SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 
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Armstrong 
Twin Jaw 


CHAIN PIPE 
WRENCH 


PROOF TESTED 
Write for catalog 











POINTS OF 
EXCELLENCE 


Extra large master 
bolt. 


Alloy steel shackle links. 
Two bolt fastening. 
Extra large bearing of Jaw on Bar. 


Spreading of jaws prevented by bolt 
directly below chain socket. 


Chain guides aid in adjusting chain. 
and end bar protected by chain guide. 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. Chicago, U. S. A. 


Chain 

















WING 
POUT 
INK 


FAUCET 


With one handle 
and Integral Mix- 
ing Valve. 


ECONOMICAL OPER- 
ATION SAVES TIME 
AND WATER. 


The “MIONOVAL” 





Ask Your Jobber 


J. B. WISE, Inc., WATERTOWN, N.Y. 
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But that was not all the trouble. After the boiler was 
operating properly, the condensate was not returning 
properly. The end of the mains were dripped through 
traps into a dry return, and these traps were so installed 
that they would not allow the mains to free themselves 
of water quickly, so in order to eliminate this difficulty 
we installed a wet return and used the trap as vent trap 
to relieve the mains of air. 

We found four radiators that would not heat. In three 
of them the valve disc had become loose from the stem 
and had dropped to the seat and stuck there. So after 
these valves were removed and new quality valves in- 
stalled in their places, those three radiators heated per- 
fectly. ‘ 

The other radiator was placed behind a grill in the sun 
room. Of course, everybody stated that this radiator had 
always heated, but for some reason when I felt it, it was 
cold, very cold, in fact, and after I found out what the 
trouble was I knew the radiator had never been warm. 

Of course the natural thing for us to do was to remove 
the valve. It was found O.K. Then we removed the trap 
and that was found in good condition. The next thing 
then, was to find out where the stoppage was, because if 
a radiator will not heat, there is usually some kind of a 
stoppage to prevent it. Disconnecting the supply valve 
and opening it showed us that the trouble did not exist 
there, because if it had, we would have heard a gurgling 
sound, if the supply lateral was trapped and we would 
not have had vapor, if the line had been plugged. So we 
turned to the return. We got a pail of water and poured 
it into the trap but the water would not run out. Next 
we went into the basement and broke an elbow near the 
return and water still remained in the trap. That proved 
to me that the return line from the radiator was stopped. 
We took this line apart and found the elbow beneath the 
trap solid with concrete, which undoubtedly, fell in there 
when the house was built because the pipe was not prop- 
erly capped and protected. This obstacle was removed 
and the job went off fine operating on a few ounces pres- 
sure, heating all the units of radiation all over, and bring- 
ing the temperature up in the rooms to make them 
comfortable. 

After all what good is a heating plant if you have to 
put on a top coat to sit near a radiator? 





RIGHT OF STOCKHOLDER TO EXAMINE BOOKS OF 
CORPORATION 


HE common-law right of a stockholder to examine 
7 ow books and accounts of his corporation is a qualified 
and not an absolute right. It is qualified by the condition, 
among others, that the purpose of the stockholder desiring 
to make the examination must be germane to his interest 
as such stockholder. And before a court administering 
the common law will act to compel the granting to a 
stockholder of such an examination, it must appear that 
the privilege is sought in good faith for the protection of 
the interests of the corporation or his own interest as a 
stockholder. To obtain relief by mandamus it must be 
made to appear that his rights as a stockholder are likely 
to be seriously prejudiced and affected, unless an inspec- 
tion is had. The writ of mandamus will not issue as a 
matter of course, but to obtain it the petitioner must 
show some specific interest at stake or some beneficial 
purpose for which the examination is desired.—Supreme 
Court of Indiana, in Charles Hegewald Co. v. State, 149 
Northeastern Reporter, 170. 





Students of the Central Missouri State Teachers col- 
lege have undertaken a drive to raise $100,000 with which 


| to build a stadium and swimming pool. 
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Certainly, you can’t make a nickel profit on 
your labor. 






If you can’t make money on your labor, on 
what can you make money? 





4 On your merchandise!—Merchandise that by 
the quality of its effectiveness insures contented 
customers who are glad to pay what the part is 
worth! 





That means profit! 


Mushroom Parabal is a piece of merchandise 
that people know—that is guaranteed for three 
years’ full service—that folks are glad to pay 
$1.25 for—that yields real profit. 


Why pass it up? 


Woodward-Wanger Co. 
Philadelphia 
Oakland, California Chicago,[llinois Orlando, Florida 
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Leave your customers ff 
nothingtodobut ¢¥ 





\ x. 
to turn on the (Fe 
Ih 

ECAUSE users never have to wait for hot 
water, never have the water temperature 

drop discouragingly when someone else in the 
house opens a faucet, never can forgetfully 
leave the gas burning, Crane insulated, auto- 


matic, storage, gas water heaters sell easily. 


























They sell easily because they leave users noth- 


ing to worry about. Nothing to do but turn 
the faucet, and there’s the hot water. Plenty of 
it, instantly, for bathing, shaving, laundering, 


scrubbing, and dish washing. 

















And they sell with exceptional readiness be- 
cause these merits are advertised through a 
national campaign in magazines and news- 
papers that reach home builders everywhere. 
Turn Premier and Keystone superiorities and 


C dvertising t fit by sellin 
masse aos “ - . .. 
The best water heater Crane A good water heater, reduced and installing these water heaters. Write for 


offers. No. 2,23-gallon capac- _ from $go. No. 2-20, 20-gal- . ° . . 
ity for average homes, g lon capacity, f.0. b. g complete sales data, including sizes, prices, 
fo.b. factory... 125 eer 70 : 

With Copper Tank $225 With Copper Tank $180 and discounts. 

















Other sizes to meet all demands 


























Write for booklet, A. D. 27-R, interesting and illustrated. Packed with valuable water heater information. } 


RANE 


Address ail inquiries to Crane Co., Chicago 
GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 


Branches and Sales Offices in One Hundred and Fifty-five Cities 
National Exhibit Rooms: Chicago, New York, Atlantic City, San Francisco and Montreal 
W orks: Chicago, Bridgeport, Birmingham, Chattanooga, Trenton, Montreal and St. Johns, Que. 
CRANE EXPORT CORPORATION : NEW YORK ,SAN FRANCISCO, MEXICO CITY, HAVANA 
CRANE LIMITED: CRANE BUILDING, 386 BEAVER HALL SQUARE, MONTREAL 
CRANE-BENNETT, Lrv,, LONDON 
C® CRANE: PARIS, BRUSSELS 
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Legal Decisions 


INTERMIXTURE OF GOODS TO DEFRAUD CREDITORS 

HERE there is evidence of a common design be- 
W tween several persons to defraud the creditors of 
one of them, and in carrying out the purpose there is an 
intentional intermixture of the goods of the debtor with 
the goods of those acting in collusion with him, so that 
separation is practically impossible, all the inconvenience 
of the confusion is cast upon the one who permitted it, 
and it is for him to distinguish his own property satis- 
factorily or lose it, for the law will not distinguish it for 
him, 

It is also an established rule that, where two or more 
persons are associated for the same illegal purpose, all 
engaged in the alleged fraudulent common purpose are as 
one who has received the property, and each joint tort- 
feasor (wrongdoer) has the burden of bearing the entire 
loss which he in co-operation with his fellows has in- 
flicted. 

It follows that remedy may be had against all the tort- 
feasors, or any one of them, subject to the rule that 
satisfaction once obtained is a bar. to further action. The 
extent of the remedy may be for the recovery of all the 
property or its full value.—vU. S. Cfreuit Court of Ap- 
peals, in Brainard v. Cohn, 8 Federal Reporter (2d), 13. 


CONTRACTS MADE IN ANOTHER’S NAME WITHOUT 
AUTHORITY 

N a few jurisdictions a plaintiff may sue the agent on 
| the contract which he makes in the name of an alleged 
principal if made without authority. But by the great 
weight of authority there is no liability on the contract 
under such circumstances. It is held generally, how- 
ever that the agent is liable in damages to a plaintiff 
who is thus misled to his injury, and that these damages 
would include any loss that he suffered by reason of not 
having a valid contract. 

The conflict in the cases principally relates to the form 
of the remedy. In England, New York and some other 
jurisdictions, the action may be brought in contract for 
the breach of an implied warranty of authority. In Massa- 
chusetts, in such a case, there can be no recovery against 
the principal named because the agent had no authority 
to bind him and no recovery on the contract against the 
agent because the contract was not made with him. It 
has long been held in Massachusetts that an action of 
tort is the appropriate remedy against the agent who 
without authority purports to contract in the name of an 
alleged principal and there seems to be no sufficient rea- 
son for departing from this well-established practice.— 
Supreme Judical Court of Massachusetts, in Mendelsohn 
v. Holton, 149 Northeastern Reporter, 38. 


GOOD WILL MAY INCLUDE COPARTNERSHIP NAME 

T is well settled that the good will of a copartnership 
I carrying on a commercial trade or business may in- 
clude the copartnership name. But in cases where this 
has been held there was a copartnership business, which 
had established a good will because of such elements as 
reasonable prices, good quality of merchandise, and fair 
dealing, which were more or less impersonal, and not 
solely attributable to the personal qualifications and 
characteristics of the persons who established the business, 
and in such cases it could be said with reason that the 
transferable good will included the copartnership name 
under which the business had been developed and grown 
up. It has, however, never been held that a business de- 























TRIPLEX 


Shower and Tub Fixture 


(Several Patents Pending) 






























































A complete line of this popular 
fixture shown in our supple- 
ment catalog. 


Ask your jobber or write for copy. 


MANUFACTURED BY 


Milwaukee Flush Valve Co. 


Milwaukee, Wis., U. S. A. 
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pendent solely on the personal skill and professional qual- 
ifications of the persons carrying it on possessed a good 
will or copartnership name, which could be sold or be 
transferred to any one who might desire to purchase on 
a sale. The contrary proposition is abundantly established. 
Court of Appeals of New York, in Bailly v. Betti, 148 
Northeastern Reporter, 776. 





The annual stag barbecue of the Smith & Oby Co., of Cleveland,Ohio, which was held reeently at the farm of Ray Higgins, 
at Wilsons Mills 


Typewritten Clause Prevails 
While a contract is to be construed, if possible, so that 
every part thereof shall be effective, if in a contract there 
appear a printed and a typewritten clause which are ir- 
reconcilable the one with the other, the typewritten clause 
will prevail.—Supreme Court of Arizona, in Babbit Bros. 
Trading Co. v. Marley, 238 Pacific Reporter, 392. 








Murdock 


Combination 


VACUUM 


AND 





SYSTEMS 














Economical in operation—a great fuel saver 


Murdock Combination Vacuum and Return Systems are 
manufactured in sizes capable of handling any job. All 
systems are mounted complete on one base and are equipped 
with the famous ‘“‘Murdock”’ vacuum pump, which_contains 
only EIGHT working parts. 

The Vacuum Pump is at one end of the base and the hot 
water return pump is at the other. Both pumps are auto- 
matically controlled, and operate very efficiently and 
quietly. 

The reduction gears used on Murdock Combination 
Vacuum and Return Systems are manufactured exclusively 


RETURN 


by the Murdock” Pump Company and are so arranged_that 
the drive from the motor to the pump is absolutely in a 
straight line—no offsets in the shaft. The propeller shaft 
goes straight through the reduction” gear housing, making 
it very neat in appearance. All gears are constantly running 
in a bath of oil, and the case is so designed that it keeps the 
oil in and the dirt out. 


Murdock also manufactures a complete line of Condensa- 
tion Pumps, a'r line pumps, and standard vacuum pumps. 
Murdock’s Water Systems give superior service—a complete 
line of shallow well and deep well systems. 


Write us for further information and prices 


MURDOCK PUMP COMPANY, Indianapolis, Ind. 
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President of the A. S. H. V. E. Addresses 
Illinois Chapter 


CROWD that in size was 
F  Geemtatern with those 
at the semi-annual meetings 
of the American Society of 
Heating and Ventilating En- 
gineers gathered in Chicago 
on the evening of November 
8 for the regular monthly 
dinner and meeting of the 
Illmois chapter of that so- 
ciety. There were two attrac- 
tions which brought out the 
unusual attendance. The ma- 
jor attraction was the address 
of W. H. Driscoll, president 
— — of the A.S.H.V.B. and en- 
Louis Ebin, of the Phillips- %ineer of Thompson Starrett 
Getschow Co. Chicago, a Co., Long Island City, New 
new member of the chapter York. The second attraction 
was the discussion of a new 

proposed ventilating code for the city of Chicago. 

Mr. Driscoll’s talk was on “Heating the skyscraper.”’ 
By means of a stereopticon and slides, pictures were thrown 
on the screen showing various high buildings in which 
he had been called upon to install heating and ventilat- 
ing equipment. Many and novel were the difficulties en- 
countered in heating and ventilating such buildings as 
the Woolworth and Equitable buildings in New York, 
Straus Building in Chicago, Union Central Life Building 
of Cincinnati, ete, 

One of the interesting points of the address was Mr. 





“Red Brass Fitting Line” 
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Driscoll’s explanation of his system for installing ex- 
pansion joints in steam and vapor lines, also in soil and 
hot water lines. The method of anchoring and installing 
expansion joints in steam risers in high buildings was 
described in detail. “One thing I am a crank on,” said 
Mr. Driscoll, “is the proper installation of expansion 
joints and keeping the lines dry.” A terrific amount of 
infiltration was encountered in some buildings and this 
was overcome by methods which he has put into use. The 
address was reported by a stenographer and the details 
of his talk will be available to members and others in 
the records of the society. 

Prior to his technical address, Mr. Driscoll spoke of 
the remarkable development of the society during the 
thirty-two years of its existence. Stewart A. Jellett was 
the first president, and the advancement of the society 
since that time when there were only twenty-one mem 
bers was a matter of amazement and great joy to him. 

There are no memorials to the society except those 
heating and ventilating installations in various parts of 
the country which mark the wonderful advancement in 
this science. So the custom has been established of pre 
senting to each past president a memento of his con- 
nection with the organization. Carrying out this plan, 
Samuel R. Lewis, consulting engineer of Chicago, and 
Harry M. Hart, president of the L. H. Prentice Company 
of Chicago, both past presidents of the national body, 
were presented with engraved fobs in recognition of their 
services to the society. 

Following the address of the president, George R. 
Blanding of the Johnson Service Company, Chicago, was 
asked by A. B. Martin, the chapter president, to take 
the chair and conduct the discussion of the new proposed 
ventilating code for the city of Chicago. A committee was 
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Make the Phoenix Brass Foundry Trademark 
your purchasing guide in Brass Fittings. 
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Phoenix Brass Foundry 
Irvington, - N. J. 
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For those Chilly Autumn Days 


-‘That’s when Cabco Gas Steam Radiators 
save money for your customers. When it’s 
not cold enough for the regular heating 


system they can get instant warmth with 
Cabco. 


On cold days the Cabco radia- 
tors are a part of the regular 
heating system. When boiler i. | 
heat is not required—-CABCO pon 
keeps the house warm—at the inl 
minimum fuel cost. 


| CABCO GAS STEAM 
| RADIATOR 
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Paul Products 

















And the Paul Dealer Bonus Plan 
makes your Profits Worth While! 


Dependable! Efficient! Right in Price! Backed by adequate 
advertising! And a Bonus Plan (on Water Systems) for dealers 
that makes Profits generous and satisfying! There’s a Paul 
Private Water System of every type and capacity! There’s a 
Paul Soft Water Generator to suit every need or purse! 


FORT WAYNE ENGINEERING AND MANUFACTURING CO. 
FORT WAYNE, INDIANA 


Fort Wayne Engineering & Miz. Co., 
1706 N. Harrison St., 
Fort Wayne, Indiana 


il Send me literature and prices on Paul 
ma Water Systems, and the Paul Bonus Plan 
MG on Paul Soft Water Generators 


Name 





Address 
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| appointed to study the code and to report its recommenda- 
tion through the chapter to the Chicago department of 
health. 

Three new members were accepted into the member- 
ship of the chapter: W. D. Graham, York Heating & 
| Ventilating Co., Chicago; Géorge B. Burke, Sarco Co., 
| Inc., Chicago, and H. A. Ashenhurst, Universal Gypsum 
Company, Chicago. 





NEW JERSEY MASTERS ENTERTAINED 


Twenty master plumbers from Hudson County, New 
Jersey, were guests of the W. V. Egbert Co., Inc., New- 
ark, N. J., and Thomas Maddock’s Sons Co., Trenton, 
N. J., on October 26. The masters, who were piloted by 
Charles Rothfuss, president of the Egbert company, drove 
to Trenton, arriving about 11 a. m., and making an in- 
spection trip through the old potteries of the Maddock 
company. Then the crowd were given an excellent lunch- 
eon at the modern new pottery on the outskirts of Tren- 
ton, spending the afternoon in learning how pottery is 
| made, 


In the evening a dinner was held at Blooming Grove, 
| speeches being made by various dignitaries, and a good 


time enjoyed. Harold S. Maddock, H. Whalen and Rich- 
| ard Lane represented the potters at the festivities. An 
| smcoventinng sidelight was the releasing of two carrier 
| pigeons by one of the master plumbers, James Price. 
The birds were back in the home cote in an hour, out- 
distancing the returning members by a considerable mar- 
gin. 

On November 4th another group of master plumbers 
were entertained at the Maddock plant as guests of the 
Keystone Supply and Mfg. Co., Camden, N. J., branch. 
| Mr. Ryan, manager of that branch, acted as host. 
| . 
| LOS ANGELES B. T. U. CLUB HONORS SAN FRANCISCO 

CLUB HEAD 

Frank Cook, president of the Heating and Ventilating 
Club of San Francisco, Calif., was guest of honor at a 
meeting of the Los Angeles B. T. U. Club held at the 
Masonic Club, 623 South Grand avenue, in that city, on 
October 28. He told of the constructive work which his 
organization of 25 members, which is patterned after the 
L. A. B. T. U. Club in the way of rules and by-laws, is 
doing in the Bay district, and it was learned from him 
that a similar organization is being formed in the Pacific 
‘Northwest, with headquarters in Portland, Oregon. 

The meeting was fully attended by members with the 
exception of the president, G. V. Winne, whose chair was 
occupied by George B. Larimer. It was announced that 
the club had rented two rooms in the new Heating and 
Ventilating Building at 2712 South Hill street, one room 
for conference and one for general assembly. The con- 
ference room will be fitted with a library of catalogs of 
nationally advertised heating and ventilating materials for 
the use and convenience of heating and ventilating con- 
tractors, engineers, and architects. 

The next meeting of the club will be held at the 
Masonic club on November 19, at which time a dinner 
will be given for the heating and ventilating engineers, 
both consulting and those employed in architects’ offices. 
Entertainment will be supplied by vaudeville artists from 
the West Coast Theatre circuit. An attendance of sixty 
is expected. 
| eo 
| Col. W. G. Archer of the Trade Extension Bureau was 
| the speaker before the Lowell Rotary Club Oct. 27, his 
| topic being ‘‘Flivvers and Flappers,’’ in which he made a 
strong plea for the youth of today to learn a trade, par- 
| ticularly the plumbing trade. 
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FORMER NATIONAL PRESIDENT ELECTED 
PRESIDENT OF CINCINNATI ASSOCIATION 

John J. Vogelpohl, former president of the National As- 
sociation of Master Plumbers, was unanimously chosen 
president of the Cincinnati, Ohio, Master Plumbers’ Asso- 
ciation, at the annual election of officers which was held 
on Saturday, October 30. Other selections were, Henry 
Schwarz, vice-president, Charles Stech, secretary, Ben 
Lauman, treasurer, and Alois Padur, sergeant-at-arms. 
Thomas Dyer, Edward Kleine, and D. E. Glenn were 
elected members of the board of directors. 

At a dinner tendered the retiring officers, and which 
was attended by one hundred and fifty members of the 
association, the retiring president, William A. Harlow, 
was presented with a handsome gift as a token of ap- 
preciation of his services during the past year. Thomas 
McNeil, an honorary member of the organization, dis- 
cussed the shortcomings of trade organizations. John J. 
Vogelpohl spoke on ‘‘Putting the plumbing business where 
it belongs,’’ and councilman Martin Daly made a plea for 
co-operation between master plumbers. Mr. Harlow acted 
as toastmaster, 





Cc. 8S. D. L. EVENING MEETING WELL ATTENDED 

An enthusiastic and well attended meeting of the Cali- 
fornia Sanitation Development League marked the occa- 
sion of the regular monthly get-together in San Francisco 
on the evening of October 27. While these League affairs 
are seldom “heavy” in any sense of the word, neverthe- 
less it isn’t often that so much highly practical advice and 
real inspiration can be packed into two hours’ time, as 
was the case at the last meeting. 

President Ahlbach opened the meeting with a brief talk 
in which he stressed the potential benefits of League activ- 
ity, more especially in the case of the smaller operators. 
Mr. Ahlbach then appointed Bruce Cruickshank, of Wal- 
worth-California Company, as chairman. Mr. Cruickshank 
introduced George Y. Morton, who gave a constructive 
twenty-minute talk relating to “Overhead,’’ with particu- 
lar reference to the necessity for including this item in the 
preparation of estimates. 

Mrs. Jackson Noble, accompanied by Mrs. Nellie Jack- 
son, contributed a musical number which was thoroughly 
enjoyed. 

Following this, the chairman introduced W. Herbert 
iraham, the subject of whose address was “A credit con- 
trol system for the building business.’’ Mr. Graham’s talk 
was in the nature of an opening gun in the building trades 
to establish a credit clearing house for the protection of 
the contractor. A great deal of highly favorable comment 
followed this address, which indicated that the opening 
gun had found its mark and would arouse a tremendous 
amount of sentiment toward the adoption of some such 
System. 





THOMAS MARSHALL CALLED BY DEATH 


Thomas Marshall, a plumbing contractor of Bath, N. Y., 
died while on a visit to relatives in Shenandoah, Pa., on 
November 2, in his 50th year. His widow and a son sur- 
vive him. Mr. Marshall’s burial was held at Shenandoah, 
Pa., his birthplace, on Friday, November 5. 





W. T. Monroe of' Sweetwater, Tex., has been awarded 
the plumbing on the city hall-auditorium building in that 
city at $3,400. Heating on the same job was awarded to 
E. L. Veale of Abilene at $6,950. 

The Amarillo Engineering Co., of Amarillo, Tex., has 
been awarded the heating on the Nichols residence in that 
city. Plumbing contract on this job was awarded to Hert- 
ner & Son of that city. 


| 
| 


























Pressure Reducing Valves 


For Regulating the Flow of 
Steam — Water — Air — Gas 


No. 155 With Expanded Outlet 


For installation and roughing-in dimensions see 


General Catalog No. 28. 


cncaco FEARS BLEAR, SFB -EOJ-uinots 

















Every job is a “model” job for plumbers who install Rundle 
ware. Rundle factory standards insure uniformly high qual- 
ity and ease of installation. 


Write for catalog and name of Rundle jobber. 


RUNDLE MANUFACTURING CO 
Milwaukee, Wis 


RUNDLE 


Plumbers’ Sanitary Enameled Ware 
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A 


Practical 
Manual 


Gives not only the details 
of the methods of con- 
struction, design and 
installation of heating 
systems, but also com- 
pletely explains the prin- 
ciples upon which they 
are based—so clearly 
that any heating man 
can understand it. 


A Few of the Many 
Things It Explains 


The Practical Manual explains all the funda- 
mental laws governing boiler and radiator heat. 
It begins with the chimney, an important item 
in the successful operation of a plant, and ex- 
plains all the elements that affect the draft. It 
gives various methods of figuring radiation; ex- 
plains what causes heat loss and how to deter- 
— the amount of radiation to counteract this 
joss. 





It explains and illustrates in detail the construc- 
tion of boilers, showing the evolution of heating 
boilers. It explains the different effects ob- 
tained by using coal as fuel and how to figure 
the results to be obtained from a given boiler 
with a given quality of coal. 


It explains the heating value of various kinds of 
fuel. It contains a valuable chapter on radia- 
tors. Vapor heating systems are described in 
detail. The fundamental principles on which 
all vapor systems are based, are given. Vapor 
pump heating systems and Vapor-Vacuum Sys- 
tems are analyzed and described. 


The book is illustrated throughout. In some 
cases, in order to illustrate the subject, an entire 
layout of a house has been made. It states so 
simply the reason for each step and explains it 
so clearly that any steam-fitter or plumber can 
properly measure up a house for heating. It is 
the only complete book on vapor and vacuum 


heating. 
Price $3.00 Postpaid 
Published by 


Domestic Engineering 
BOOK DEPARTMENT 


1900 Prairie Ave., Chicago, IIl. 

















OPEN DINNER MEETING OF THE TRADE IN KANSAS 
CITY, MO., AND KANSAS CITY, KANS. 

Members of the plumbing and heating industry of Kan- 
sas City, Mo., and Kansas City, Kansas, had an open din- 
ner meeting in the banquet room of Ivanhoe Temple, in 
Kansas City, Mo., Thursday evening, November 4. Fol- 
lowing the dinner W. R. Dunlap, president of the Asso- 
ciation of Master Plumbers, called on E. D. Hornbrook, 
who told of the work of the Scholarship Committee of 
the National Association of Master Plumbers. 

The principal speaker of the evening was D. R. Thomas, 
secretary and attorney for the Central Western Credit 
Association, who in his original way kept his audience 
interested for more than an hour while he told them of 
the importance of credit in business. Mr. Thomas said 
that in his many years of experience he has never heard 
of a man or firm going broke from lack of credit, but 
that they always went broke from being allowed too much 
credit, and he said that when a firm or man goes broke 
it is the fault of some credit man who gave too much 
credit. He pictured the credit man as being the best 
friend of the buyers, and said that a real credit man is 
not so much interested in what a buyer has on him as 
what he has in him. Using four blocks, which he called 
the four C’s in credit he said that the foundation of 
credit is character, next to which comes capability, com- 
munity and last capital. Explaining, he said that if a 
man has good character, is capable, and, has a place of 
business in a good community, he is a good risk as far 
as capital is concerned. 

More than two hundred master plumbers and repre- 
sentatives of local supply houses attended the meeting. 





WESTCHESTER M. P. A. FROLICS AT ANNUAL 
HALLOWE’EN PARTY 

It has been the custom for some years past for the 
members of the Master Plumbers’ and Steamfitters’ Asso- 
ciation of Westchester County, N. Y., to have a party on 
Hallowe’en night. Each successive affair seems to have 
outdone the preceding one until this year the decorations, 
the gathering, and the spirit were quite extraordinary. The 
dance, games and jollification took place in the Knights 
of Columbus Hall, New Rochelle, N. Y., on the evening 
of November 1. 

Prizes were distributed to those excelling in a number 
of games. Andrew Karl, Jr., and Charles Pick were each 
awarded a complete shaving outfit for winning the broom 
race across the ballroom floor. Mrs. George Bettner was 
presented with a pair of shoe trees in acknowledgment of 
her superior dancing in an elimination contest. A game 
that was called the ‘‘Honeymoon Express”’ was quite mirth- 
provoking. Suit cases were supplied the contestants and 
the one donning the clothing contained therein in the 
shortest time was declared the winner. Mrs. Thomas 
Seche was given a gold piece for showing the greatest 
dexterity. 

Mrs. Thomas Wright was awarded a wall flower vase 
when she accomplished the almost impossible in lighting 
a candle attached to a clown suit worn by William Karl 
while he danced and jumped around. A fancy rubber 
apron was given Miss Lillian Morgenweck for being most 
adept at biting vegetables tied to the hoop of a barrel, 
which was twirled by a cord. Andrew Karl, Jr., again 
came to the fore when he was the first to strike a cracker 
placed on the head of another member of the party. 
There was a question as to whether Mr. Karl was first to 
strike the cracker or whether he broke the one he did 
strike into the largest number of pieces; at any rate he 
was given a flashlight. 

Refreshments were served and dancing prevailed until 
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an early hour. George Bettner was chairman of the com- 
mittee, which arranged the evening of fun, and was aided 
by J. A. Quatroni, W. J. Buehler, S. Nerenberg and An- 
drew H. Karl. 





NORFOLK STARTS ACCOUNTING CLASS 


A new accounting class has just been started in Nor- 
folk, Va., with 23 representatives of master plumbers and 
heating contractors in attendance. The class, which is 
modeled on the National Trade Extension Bureau course, 
is sponsored by the Master Plumbers’ and Heating Con- 
tractors’ Association of Norfolk. 





PHILADELPHIA HEATING AND VENTILATING GOLF 
ASSOCIATION HOLDS FINAL TOURNEY 

The Heating & Ventilating Golf Association of Philadel- 
phia closed its season with the October meet at the cele- 
brated Pine Valley Country Club, Clementon, N. J. It was 
one of the largest and best meets this association has 
ever held. As a tribute to President William Robelen, 
whose term of leadership expires with the current season, 
the members not only turned out in numbers, but pre- 
sented him with a beautiful leather hand bag as a token 
of their appreciation. 

Captain William M. Culbert also came in for his share 
of glory when the members presented him with a leather 
toilet kit in appreciation of his work. Secretary Bolsinger 
made arrangements for the members to spend the night 
before the meet at the club and as this is a big feature 
of all meets at Pine Valley, the majority of the members 
took advantage of that opportunity. Thos. Cooper acted 
as host. 

About forty members and guests teed off for the morn- 
ing round calling for medal play for the H. J. Carr Trophy 
Cup, and when the final scores were turned in in the eve- 
ning approximately sixty members and guests were found 
to have played during the day. 

The Pine Valley course is unquestionably one of the 
toughest courses in the East and tests the golfers’ ability 
to the utmost. A number of the players met their Water- 
loo on the two extremely difficult water holes on the last 
nine, the 14th and 15th, and apparently were too mod- 
est to turn in cards. 

The afternoon round called for the kickers’ handicap, 
whereby the members chose their own handicap and shot 
for a net score between 80 and 90 drawn from a hat. 
Eighty-fotr was the number drawn. (, F. Thompson with 
a gross score of 124 chose a handicap of 40, which gave 
him a net 84 to win the first prize in the afternoon. 

William Ambrose shot the best game of the day, com- 
ing through with the remarkable gross of 82 which with a 
handicap of 3 gave him a net of 79 for medal play, thereby 
winning his first leg on the trophy cup and first prize, a 
Silver beverage retainer. Thompson received a set of 
small silver cups. Harry Elliot, with a net 82, received 
second prize and a leather wallet. A. B. McGregor won a 
leather match case for shooting a net 86 for second prize 
in the morning round. H. Sickles and W. H. Wentz were 
tied for third prize in the afternoon round and on the toss- 
up Wentz won with a net 86 and received a leather key 
ring. 

The dinner and get-together meeting was held after 
the meet and it turned out a huge success. The local 
talent provided all the entertainment necessary. David 
Moore, accompanied by John Moore, W. J. Hepburn and 
William Jackson, all of Atlantic City, N. J., gave the 
local talent a good run for honors, but were greatly out- 
numbered by the Philadelphia and vicinity members, so 
consequently the honors still remain with the home boys. 
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Fig. J-3—Inside View Fig. J-3--Outside View 


Round Refrigerator Sink 


Black or Galvanized Sink tapped for 1'4-in. or 2-in. iron pipe. 
Removable strainer; 6 in. deep, 12 in. diameter across top. 
When used with our Galv. K-10 “P” Trap and a close nipple, it 
needs no brackets, requires no tools to install. A sanitary leak 
proof, drain sink which meets all requirements. 
SANITARY COMPANY OF AMERICA 
Main Office: Linfield, Pa. 








Positive Performance! 


Positive action, reliable to the extent of 
total elimination of repair work is the 
service that this catch basin will give. 
For draining yards ard other outdoor areas. 
Sturdiress, coupled with service- 
abi'ity makes this a desirable ad- 
dition to your line. 
Write for prices. 
R. ESTABROOK’S SONS 


204 First St. South Boston, Mass. 














ae Nipples Marked 


weight pipe ‘‘BYERS STD” 
Nipples made from extra 
heavy pipe ‘“‘BYERS XH’’ 
Specify BYERS genuine 
wrought iron nipples, and look 
for the BYERS name stamped 
in the metal. 


To provide double insurance 
against mistakes, the Byers 
Name and the weight or thick- 
ness are plainly stamped in the 
metal as indicated on above 
illustration, thus 


Nipples from 


A. M. BYERS COMPANY, Pittsburgh, Pa. 


rT Sas lad ik nae 
it BURNERS: 


Send for literature describing the improved Johns n 
Rotary Oil Burner with full automatic control. Some 
territory still available for a few dealers. 


S. T. JOHNSON CO. 


— OIL BURNERS —— 


ARK REOS' 


standard 








Main Office and Factory 940-950 Arlington St. 
OAKLAND, CALIFORNIA 
Factory Branch Offices: San Francisco, Sacramento, Philadelphia 
Distributors and Dealers Throughout the United States and in Poreign Countries 
10°§26 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 


service. 
Write for catalog. 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 


or after flushing. 











CURTIS 
PIPE CUTTING AND 
THREADING 
MACHINES 
give Economy-—Speed—Reliability 


ow 


Cut shows one of our 
No.442 Direct-connected 
Electrics which has a 
range from |—4 inches. 
This model and our 2 
and 3 inch models are 


readily PORTABLE. 


There is a CURTIS for your work. Hand- 
Belt-Electric Models to 16 in. 


THE CURTIS & CURTIS COMPANY 
318 Garden St., Bridgeport, Conn. 


Most Threads per Dollar Invested 




















¥ 
EAGLE SOLDERS 


AGLE Solders are scientifically produced to meet 
the special requirements of every industry. Their ac- 
curacy reduces initial costs and increases production. 
They are furnished in bar, wire, tape, triangular, capping 
or drop forms—made of virgin metals—each bar stamped 
with the Eagle Trademark and numbered stars. Insist 


upon Eagle * Solders. 
The EAGLE-PICHER LEAD COMPANY 
Chicago - Joplin - Cincinnati 


Producers of lead and allied products 


Branches in all principal cities 


Eleven Plants 

















STRINGER ROUGHING-IN SYSTEMS 
Save the Plumber TIME and MONEY— 


They come ready to install with no waste of material. Try 
them on your next job and be convinced of their merits. 
Manufacturers of complete r ee? 2 -in om for either 
CAST IRON or SCREWED PI tions. We have 
fittings for any operation—from the smallest bungalow to 
the tallest building. 


Write for catalog of Modern and Economical Plumbing Rough- 
ing-In systems. 


STRINGER BROS. CO., Inc. 


1100 West 38th St. - Chicago, Illinois 
Factories: Gadsden, Alabama 
Warehouses: Chicago, Illinois, Gadsden, Alabama 
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Wilmington, Del., was well represented by President Wil- 
liam Robelen, Willard Speakman, Jr., J. Luke, and Harry 
Elliot. 

After the dinner a short business session took place 
with awarding of prizes and the presentation of the 
gifts to President Robelen and Captain Culbert by Charles 
P. Hackett and Secretary Bolsinger. The secretary also 
announced that, due to the invitation extended by the 
Atlantic City members to hold the spring meet at Atlantic 
City, the association will in all probability open the season 
next year in April in that city. 

The scores: 

Morning Round 


Gross Net Gross Net 


M. F. Blankin...... 108 101 ME, WUREON: hecsewnexs 102 82 
R. C. Bolsinger..... 108 98 GG ZORRGOD v.00 veens 106 = 91 
Wm. G. Robelen....118 100 i ee 135 111 
Wm. Speakman..... 111 93 ED, Wer ROTO . sas aoe 143 108 
ee rr 106 94 W. J. Hepburn...... 124 97 
i; SS Scckhwawhese 122 107 W. DQGKBOM ..cccece 157 132 
EE Gos kat ed ew nee 130 A. B. McGregor..... 98 86 
D. McDonald ....... ee aus A. B. Chenney...... 116 96 
i | 127 112 C, F. Thompson..... 118 101 
J. Hemphill ....... 94 87 Lee Nusbaum ...... 135 113 
ZT, Ws CODER sc sacks 99 99 W. G. Culbert....... 117 1061 
W. Ambrose ....... 82 79 
Afternoon Round 

CC: RIGOR 2.6 .5500% 131 81 rs 98 79 
C. V. Baynes.....60 Eh Ge & T. We COCR sc cccns 93 87 
W. M. Culbert...... 107 717 W. AMDPOSE 22.5055 89 83 
A. McClintock ..... 145 90 ee 108 86 
G. W. A. Kappel....113 78 3. Pennypacker..... 115 87 
ae See 123 68 i CED tc eenees 111 86 
ee re 112 82  GwSeGccs 97 77 
W. Speakman ...... 118 93 P.. Mekfelat ...6....% 144 94 
W. G. Robelen...... 117 80 i; Wee oe weseess 147 87 
Fe ska ee kena sen 111 95 R. Bolsinger ....... 88 73 
[o.oo cb bea uaen 127 94 Cc. F. Thompson..... 124 84 
D. McDonald ....... 114 81 L. Nusbaum ........ 116 71 
Bs OP OENO se naw naan’ 123 78 WwW. @& Cutbert......: 120 88 


Convention Dates 


December 6 to 11.— the Grand 


Central 


-~Annual Power Show, at 
Lexington avenue, New York City. 

December 16 and 17.—The annual meeting of the National 
Association of Brass Manufacturers, at New York City. 

January 8, 1927.—-The general conference of the presidents 
and secretaries of the local master plumbers’ associations in 
California, at the Master Plumbers’ hall, Fresno, Calif. 

19 and 20, 1927.—The third annual three- 
institute for the plumbing and heating industry at the 
Institute of Technology, Pittsburgh, Pa. 

January 18, 19 and 20, 1927.—The annual convention of the 
Illinois Master Plumbers’ Association, at Springfield, Ill., with 
headquarters at the Abraham Lincoln Hotel and meetings at 
the Elks Club. 

January 25, 26, 27 and 28, 1927.—The annual meeting of the 
American Society of Heating and Ventilating Engineers, in 
St. Louis, Mo. 

February 8, 9 and 10, 1927. 
vention of the Ohio State Association 
at Youngstown, Ohio. 

March 14-19, 1927.— 
tilating Exposition, 
City. 

April 5, 6 and 7, 1927.—The annual convention of the Amer- 
ican Oil Burner Association, at Buffalo, N. Y. 

May 17 and 18, 1927.—-The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

May 27 and 28, 1927.—Annual convention of the Washington 
State Master Plumbers’ Association will be held at a city to 
be determined later. 


Palace, 


January 18, 
day 
Carnegie 





The thirty-sixth annual con- 
of Master Plumbers, 





-The Second National Heating and Ven- 
Twelfth Regiment Armory, New York 


June 2, 3 and 4, 1927.—The annual convention of the Vir- 


of Master Plumbers, at the Hotel 
Va., 


. a8 host. 


ginia State Association 
Cavalier, Virginia Beach, 
Association of Norfolk, Va 








with the Master Plumbers’ 
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AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








STANDARD SANITARY MFG. CO. MEMPHIS BRANCH 
FORMALLY OPENED 


The Memphis, Tenn., branch of the Standard Sanitary 
Mfg. Co., 666 Beale street, in that city, was formally 
opened Wednesday, November 10, with a reception. Rob- 
ert MacCartan, manager of the branch, was receiving visi- 
tors throughout the day, and was the recipient of many 
fine floral offerings. Invitations were sent out to a large 
number of master plumbers and heating contractors, archi- 
tects, contractors and many others connected with the 
building trades. Fixtures manufactured by the company 
are on display in the showroom. To the right of the en- 
trance is the general office. The rest of the first floor 
is taken up by bins for the storing of fittings, over 3,500 
separate compartments being filled with those materials, 
each compartment well-labeled. The second, third and 
fourth floors are confined to the storing of enameled ware, 
pottery and brass pipe. 

In the rear of the building are the pipe sheds, the ga- 
rage and the truck-loading platforms. A narrow-gauge 
railroad runs from the main line through the pipe sheds, 
facilitating unloading from cars. The pipe is racked at 
an angle, making loading on the trucks easier. 

The building itself is four stories high, of brick, steel 
and reinforced concrete construction, fireproof throughout, 
having 60,000 square feet of floor space. It is located 
on a railroad track, and has loading platforms direct from 
the track to the inside of the warehouse. 

NOW IN NEW LOCATIONS 

The Murdock Pump Co., of Indianapolis, Ind., formerly 
the Gurney Pump & Mfg. Co., has moved to new head- 
quarters at 3525 East Washington street in that city. 


E. F. Glore & Son, Inc., New York City, has moved its 
offices from 5619 Grand Central Terminal to Suite 1510 
in the same building. 








MASSACHUSETTS SANITARY CLUB HOLDS ANNUAL 
MEETING. 


The annual meeting of the Massachusetts Sanitary Club 
was held on Wednesday evening, November 10, at the 
Boston City Club with a dinner at 6 o’clock, followed by 
the election of officers. 

Joseph A. Maynard, secretary of the club, provided some 
real entertainment for the evening with plenty of music 
and good speakers. Included among the speakers were 
ex-Mayor John F. Fitzgerald, of Boston, who spoke on 
“The Industrial Future of Massachusetts,” and Clarence H. 
Blackall, one of the leading architects of Boston, who 
spoke on “The Building Situation.’”’ Other guests in- 
cluded Philip J. Faherty, the recently elected president 
of the Eastern Supply Association, and Andrew McGlynn, 
of Taunton, former president of the club, former presi- 
dent of the Massachusetts Association of Master Plumb- 
ers and now executive secretary of the Massachusetts 
State Board of Examiners of Plumbers. 
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J. Preston Perham, former president of the club and 
now apprenticeship commissioner of the organization, re- 
ported on the work which he has been doing. 

The affair was strictly stag, but members invited a num- 
ber of men in the industry to the meeting. 

REPUBLIC BRASS TO OPEN OFFICE IN 
PHILADELPHIA 

W. G. Titus, manager for the Philadelphia district for 
the Republic Brass Co., Cleveland, O., has opened offices 
in the Bourse, on Fifth street, between Market and Chest- 
nut streets, Philadelphia. Assisting Mr. Titus in this 
territory, which takes in Baltimore, Washington and east- 
ern Pennsylvania, are Leslie Herns, W. M. Seese and Ben- 
jamin Carl. 

KOHLER CO. BRANCH MANAGERS HOLD 
CONFERENCE 

A conference of branch managers, representing sixteen 
Kohler branch offices, throughout the United States, was 
held at the home office at Kohler, Wis., beginning Monday, 
October 25, and ending Saturday, October 30. Matters 
pertaining to marketing and distribution problems on the 
company’s products were discussed. On the opening day 
of the conference the branch 
tour of the brass plant and 
ment for all in attendance was provided by the Kohler 
organization throughout the week’s activities 

The branch men present at the conference were: M. A 
Lynch, Boston; Bart Detroit; J. H. Inman, 
Houston; J. J. Born, Indianapolis; H. M. Curfman, Kansas 
City; T. G. Otis, Los Angeles; W. F. Kelly, Minneapolis; 
H. E. Clark, New York; G. E. Wilkinson, Jr., Norfolk; 
M. C. Beust, Omaha; H. H. Held, Philadelphia; A. N. 
French, Pittsburgh; S. H. Gilmore, St. Louis; H. W. 
Finch, Sam Francisco, and J. W. Mitchell, Seattle. Chi- 
cago was represented by W. S. Reynolds and R. W. Rensis. 


conducted on a 
entertain- 


were 
Special 


men 
pottery. 


Downey, 


PASSAIC WHOLESALER TO HOLD EXPOSITION 

The Central Supply Co., 838-856 Main avenue, Passaic, 
N. J., is planning to hold an industrial exposition in its 
new building in that city. The exposition is to be held 
November 18, 19 and 20, and will be open for inspection 
from 2-until 10:30 p.m. during those three days. 

A unique feature of the exposition is the exhibition 
of the products of 48 manufacturers. Each manufacturer 
will have a representative on hand, and these 48 exhibits, 
with those of the Central Supply Co., will make an in- 
teresting exposition to all those who take the oppor- 
tunity to see it. 

The following are the names of the manufacturers who 
plan to display their wares at this novel exposition: 
American Radiator Co., American Pin Co., American 
Schaeffer & Budenberg Corp., Alberene Stone Co., Balti- 
more Copper Smelting & Rolling Co., Blue Seal Chemical 
Co., Bethlehem Steel Co., H. Belfield Co., Borden Co., 
British American Tube Co., Central Brass Mfg. Co., Cor- 
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ley De Wolfe Co., Coyne & Delany Co., Central Foundry 
Co., Clayton & Lambert Mfg. Co., C. F. Church Mfg. Co., 
Central Tube Co., Compressed Spruce Co., Carborundum 
Co., Dodge Mfg. Co., Diamond Expansion Bolt Co., David 
Lupton Sons Co., Henry Disston & Sons Co., Dahlquist 
Mfg. Co., Durabla Mfg. Co., Essex Foundry, Everlasting 
Valve Co., Cleveland Twist Drill Co., Erie Mfg. Co., Ex- 
celso Specialty Works, Fairbanks, Morse & Co., Foster 
Engineering Co., Florandin Equipment Co., General Ce- 
ramics Co., Grabler Mfg. Co., Greenfield Tap & Die 
Corp., Hoffman Specialty Co., Humphrey Co., Harrington 
Co., Josam Mfg. Co., Jenkins Bros., Ingersoll-Rand Co., 
Johns-Manville, Inc., Kuhn Bros., Key Boiler Equipment 
Co., Leslie Co., J. E. Lonergan Co., Miami Cabinet Co., 
Manufacturing Equipment & Engineering Co., McLean 
Mfg. Co., M. J. Merkin Paint Co., Miller Falls Co., Metallo 
Gasket Co., Nye Tool & Machine Works, Oster Mfg. Co., 
Penberthy Injector Co., Phoenix Brass Foundry Co., Read- 
ing Steel Casting Co., Reading Iron Co., R. & B. Co., 
Standard Sanitary Mfg. Co., Sundh Electric Co., D. Saun- 
ders’ Sons, Inc., Swartout Co., S K F Industries, Sarco 
Co., Sanitary Bath Curtain Co., Sloan Valve Co., Thatcher 
Co., Trimont Mfg. Co., Thermal Appliance Co., United 
Lead Co., U. S. Bronze Powder Co., Van Dorn Electric 
Tool Co., Wright Austin Co., B. F. A. Walton, Warren, 
Killion & Clark Co., J. H. Williams Co., Wyoming Shovel 
Works, ‘‘X”’ Laboratories and R. Zemisch. 


CHICAGO POTTERY CO. OPENS NEW SHOWROOM 

The Chicago Pottery Co., 1920 Clybourn avenue, Chi- 
cago, Ill., has recently opened a new display room in 
Room 622, London Guaranty Building, Michigan and 
Wacker Drive in that city. The display consists of five 
distinct rooms. The first is a small reception room, off 
which is the room full of lavatories, some connected for 
use. In this room are shown every type of lavatory the 
company makes. The room is finished in green tile from 
the floor to about three feet above, from which it is con- 
tinued in a green plaster. Several mirrors and wrought 
iron lighting fixtures add dignity to the room. A number 
of drinking fountains 
are also shown in this 
room, 

Up one step, and 
through an attractive 
door with wrought iron 
railings, one enters the 
room devoted to clos- 
ets. In this 
there are several types 


room, 


of closets for indus- 
trial, commercial and 
home use, all under 
water pressure. Seats 
of many different kinds 
of manufacture’ are 
also displayed. The | 

walls of this room are |= asi 

one continuous mirror, a 
attractively bevelled and beaded. Off 


this room is one where more water | 
closets are displayed, those using | 
flush valves taking the most promi- 
nent place. This room also is carried 
out in the mirror style. 

The last room is a small one fitted 
out as a complete bathroom show- 
ing the products manufactured by 
the company. It is decorated in 
green plaster with tile floor, and at- 
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tractive medicine cabinet and many lighting fixtures 

In the front part of the reception room is a recessed 
cabinet in which are shown several products of the com- 
pany such as drinking fountain spouts, faucet escutcheons 
and china faucets. The processes of manufacture of vitre- 
ous china materials are illustrated by showing the ma 
terials after different treatments. Other materials dis- 
played are the brass goods used in the display but made 
by other manufacturers. 

The unique feature of the display is the fact that the 
walls are all false, and about two feet inside of the ac 
tual walls of the building. In this space all of the supply 
and waste lines are located, making it possible to change 
without any damage to the building walls. False win- 
dows with attractive green curtains have been placed over 
the actual windows, and the general appearance would 
never suggest the fact of the false wall. 

The display is always open during the day, and is in 
charge of C. R. Palmer and P. J. Murphy. William J. 
Lang of Chicago, was the plumbing contractor who in- 
stalled the fixtures, and he also designed and executed 
the entire showroom, including the tile and electric work. 


NEW JERSEY SALESMEN HOLD SUCCESSFUL 
MEETING 

One of the best regular meetings the New Jersey Chapter 
of the National Association of Plumbing and Heating 
Salesmen has held for some time was enjoyed 
by a fair turn-out Friday evening, November 5, at Achtel- 
Stetter’s Restaurant, Newark. Several projects were 
started, any one of which should improve the association 
noticeably. 

Possibly most important was the decision to investigate 

the advisibility of having permanent club rooms for mem- 
bers, which would be available for not only regular meet- 
ings, committee meetings and the like, but for social 
affairs as well. Harold Green was appointed chairman of 
a committee to make this investigation, his assistants being 
C. H. Weaver, Edward Bredehoft, M. R. Carr, W. H. Morris 
and William Cooper. Another innovation came following 
the report of the attendance committee, each 
member present agreeing to call upon men as- 
signed to him and to find out why these men were 
absent, urging the delinquents to attend the De- 
cember meeting. 
It was also decided to form a committee to 
call upon sick members of the association, this 
decision following the receipt of a letter from 
Joseph Slater, who is confined to his home by 
illness. Harold Green is also chairman of this 
committee, with William Cooper and C. H. 
Weaver as his co-workers. Other committee ap- 
pointments included the addition of Green and 
Carr to Chairman Ed- 
ward Robinson’s griev- 
ance committee. 






It was announced 


that National 
dent William G. Boales 
had appointed Harry 
Homer, past local pres- 
ident, as general chair- 
man of the convention 
committee, which is to 
arrange for the na 
tional annual meeting 
in Newark in May. Mr. 
Homer told of the en- 
thusiasm shown in the 
convention by other 


Presi- 
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local associations and asked for the support of the New 
Jersey members. Reports were also made by the attend- 
ance, golf, bowling and music committees. 

New Members elected were: John H. Findlay, Morse- 
mere Supply Co., Morsemere, N. J.; Robert Stickles, Crane 
Co., Newark, N. J., and William H. Morris, Continental 
Heater Corp., Dunkirk, N. Y. 





CLEVELAND SALESMEN HOLD SECOND MEETING 


The Cleveland Association of Plumbing and Heating 
Salesmen held its second meeting at Alcazar Hotel in 
Cleveland, Ohio, on Friday evening, October 29, including 
dinner at 7 o’clock in the private dining room. The fea- 
ture of the meeting was an interesting talk by Edward H. 
Blywise, president of the Republic Brass Company. He 
stressed the importance of regular attendance and indi- 
vidual interest in the organization. ‘“‘A man only gets as 
much out of anything as he puts into it,’’ he said. 

William G. Boales, national president of the organiza- 
tion, was unable to attend this meeting. However, he and 
William Weber, national secretary, are expected to attend 
the next meeting in November. 

The following were appointed to serve on the constitu- 
tion committee: John E. Moore, chairman, Hirsh Rivitz 
and Paul T. Felix. The next meeting will be held on No- 
vember 19 at the Alcazar Hotel. 





MOLBY BOILER CO, EXHIBITS IN PHILADELPHIA 


The accompanying photograph shows the exhibit of the 
Molby Boiler Co., New York City, in the “Government 
“xhibits and Mines’ Building at the Sesqui-Centennial 
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in Philadelphia. Of the three boilers on display, one is 
kept constantly under fire, presenting a live demonstra- 
tion of the features of the boiler. The Molby Boiler Co. 


maintains offices in New York City and Lansdale, Pa. 





PITTSBURGH SALESMEN DISCUSS BOSSES’ NIGHT 

The Pittsburgh Chapter of Plumbing and Heating Sales- 
men held its monthly meeting at the Hotel Henry Friday 
evening, November 5th. A great many of the members 
were present for the dinner, which was served at 6:30, and 
at 8:00 o’clock the meeting was called to order by Vice 
President Harry J. Harte. 

The secretary introduced the speaker of the evening, 
Paul Fritzsche, eastern sales manager of the Borden Co., 
Warren, Ohio. He delivered a very inspiring address, the 
subject of which was ‘“‘Salesmanship, the greatest busi- 
ness in the world.” There was a great deal of thought 
in his talk, and the members were all very much inter- 
ested in what he had to say. 

After Mr. Fritzsche’s address, the meeting was called 
to order and the business of the chapter taken up. The 
secretary's and the treasurer’s reports were read and ap- 
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“AMERICAN” 
Waste Pipe Cleaners or Snakes 


© around the sharpest bends and go clear through. Their 
poet gives them just the right balance between 
that does the work. Note the con- 


hed with each cleaner. 


“American” Pipe Tools are Quality Pipe Tools at correct 
prices. Write for catalog. 














PAT. PEN. 


AMERICAN 





= AMERICANPIPE To@L Co. | 


AMERICAN PIPE TOOL COMPANY 
Harrison St. and Kolmar Ave., Chicago, Illinois 












































Your jobber will 
supply you with 
Enterprise brass 
goods. Ask him. 


ENTERPRISE 


MUSKEGON 


THE 


ENTERPRISE 
FLusH VALVE 


Complete with lift wires, 
guide, rubber washer and 


nut. 


The Enterprise flush valve 
is made in four sizes—one for 
every type of installation. 


Careful workmanship, of 
course, and ability to stand 
up without servicing. 


BRASS WORKS 


MICHIGAN 
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“EAF OD earn cunaTon onesies 


Made in three styles—deep, shallow and plain 
—and aluminum finish, galvanized or plain iron. 


Durable, serviceable and sturdy. Ask your jobber. 


Eastern Foundry Company 





























For 43 years, all over the world, 
Genuine Barnes 3-wheel pipe 
cutters have been in use. It 
will be to your advantage to 
always insist on the genuine. 





The Barnes 
Tool Co. 


New Haven, Conn. 
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DOWN- . 
SPOUT ye 
HEADS — 


Make up absolutely 
tight. They are equip- 
|} ped with easy slip joint 
connection and are 
recommended by prom- 
inent engineers and 
architects 





| Write for our catalog, 


WADE IRON SANITARY MFG. 


551-53 Fulton Street 















COMPANY 


Chicago, Illinois 


























RAVENA 


Retention Valves are 
the kind of fittings 
that never fail to 
please. They are made 
in a range of sizes suit- 
| able for every purpose. 














Write for our catalog 


Ravena Iron Co. 
Ps Ravena, N. Y. 





Screwed 
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proved. A report from the entertainment committee made 
by Edw. Kunde, chairman, was very interesting and it 
showed that he had been doing considerable work in lining 
up the entertainment for Bosses’ Night to be held De 
cember 4th. 

The advisability of becoming a member of the Sanitary 
Plumbing and Heating Development League of Pennsyl- 
vania was taken up and the secretary made a complete 
report as to the board of directors’ decision on the matter 
and the idea of the League was outlined. The secretary 
also talked about his conversation with J. Bailey in refer- 
ence to supporting the League in its endeavor to raise a 
fund for the three day institute to be held at Carnegie 
Tech, and the chapter was urged to do as much as possi- 
ble for this short course in plumbing and heating and to 
get as many contractors as possible to enroll. 

The secretary made his report on what had been done 
in regard to the coming Bosses’ Night, after which an 
open discussion was held as to how the affair should be 
conducted. Many helpful suggestions were offered, and 
it was predicted that the largest crowd that has ever at- 
tended a Bosses’ Night in any association would be pres- 
ent. Treasurer Stitt then distributed tickets to the mem- 
bers. Discussion for the good of the association followed. 


HOFFMAN HEATER COMPANY OCCUPIES NEW 
DALLAS HOME 
The newly completed Dallas, Texas, branch of the Hoff- 
man Heater Co., of Louisville, Ky., has just been occupied. 
The building is a one-story brick structure, and was built 
especially for the Hoffman Heater Co. The building con- 











Hoffman Heater Co.’s new branch in Dallas 


tains a showroom, private offices, and a storage room with 
a drive-in entrance from the main street. The front of 
the building is finished with an artistic design of two- 
faced brick, with stone trimming. 





SOUTHWEST TRADE GOLF ASSOCIATION IN FINAL 
TOURNEY OF YEAR 

Fifty golfers dug up the turf on one of the Kansas City, 
Mo., links on October 28 in the final Southwest Trade Golf 
Association tournament in 1926. The dinner which was 
enjoyed after the players had replaced the last divot was 
attended by forty-four members and guests. N. Downes 
was introduced as a new member of the association. 

Following the dinner the committee announced the win- 
ners of the various prizes. T. L. Dawson with a net 72 
won the first prize, and V. S. Ferguson with a net 74 was 
awarded the second. The others who won prizes were: 
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H. H. Hunter with a 74, George Jorgenson with a 76, 
John Karges and C. C. Clegg with 77 each, and Daniel 
Lacy and E. A. Kline with 78 each. 

Leslie Simpson with a gross 96 won the first guest 
prize, and Mr. Gloyd with 100, S. H. Sieben with 102, 
H. Stonebraker with 107, C. A. Smith, F. H. Michaelis and 
W. Besecke, with 112 each, were awarded the other guest 
trophies. N. Downes, D. H. Babcock and H. Richardson 
were awarded special prizes. Carl Smith won the guess- 
ing contest, Bruce Jones was the winner of the blind bogey 
award, and R. Gilbert and G. Gebhardt carried off the 
honors in the high gross bogey contest. For the most 
strenuous effort R. E. Bidwell and E, Jones were pre- 
sented with souvenirs of the occasion. George Jorgen- 
son, having turned in the three low games of the entire 
season, was awarded the ‘‘Domestic Engineering’ trophy 
for that feat, his best scores being 66, 71, 76. 

Vv. P. Antrim presided at the business meeting of the 
association, during which time the routine committee 
reports were made. 

OFFICERS OF CRANE CO. ENTERTAINED 

F. A. Nitchy, manager of the Portland, Oregon, branch 
of the Crane Co., entertained at luncheon at the Waverly 
Club for the officials of that company on their visit to that 
city on their Pacific coast tour. Traveling in their private 
ear, Nituna, the group spent one day in Portland, October 
27th. After the luncheon a round of golf was enjoyed on 
the links of the Waverly Club. The visitors left that 
evening for southern points. 

Included in the party were R. T. Crane, Jr., president of 
the company; J. B. Berryman, vice-president; D. G. Park, 
purchasing agent; H. W. Seymour, general sales manager, 
and A. F. Gartz, Jr., assistant vice-president in charge 
of manufacturing. 





ST. LOUIS SUPPLY HOUSES ORGANIZE BOWLING 
LEAGUE 

F. N. Dutton of the Wolff Mfg. Corp. was elected first 
president of the St. Louis, Mo., plumbing supply house 
bowling league, at a recent meeting of the organization. 
C. A. Jennewein of Crane Co. was named secretary, and 
Mr. Reinagle of R. A. Dubuque Co., treasurer. Teams 
representing six supply houses have been rolling games 
for ten weeks, and the competition between the leading 
teams is keen. 

In the matches rolled on October 29, that between the 
Cahill Mfg. Co., and the Standard Sanitary Mfg. Co. teams 
easily featured. Going into the last frame of the second 
game with a deficit of nearly sixty pins, the Cahill bowl- 
ers hit the maples for a total of 146 out of a possible 
150, and won the match by 14 pins. By virtue of that 
victory the Cahill aggregation is still tied with the Crane 
Co. team for first place, the latter having taken three 
straight from the N. O. Nelson five. 

League standings: Won Lost 

Won Lost Wolff Mfg. Corp...11 16 


CRAG GE csascsese 20 7 R. A. Dubuque Co.. 9 18 

Cahill Mfg. Co..... 20 7 N. O. Nelson Mfg. 

Standard Sanitary GO. secccssccvees 6 21 
a 15 12 





WESTERN TRADE GOLF ASSOCIATION TO HOLD 
SMOKER 

December 10th is the tentative date set for the Stag- 
Smoker of the Western Trade Golf Association which will 
be held in Chicago. Howard Evans, secretary of the or- 
ganization, has sent out cards announcing the affair, and 
is taking a poll of the members in an endeavor to find 
enough amateur talent to round out enough entertainment 
for the evening. Andrew Norman will have charge of the 
volunteers, 
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You can sell Comets 
—in your Town! 


The unlimited oppor- 
tunities for sales of 
Comet radiators in your 
locality mean extra 
profits for you. This low- 
cost heating system 
which is non-coal burn- 
ing will find a ready 
market in homes, schools, 
churches, stores, offices 
and garages. 


The Comet is made 
of durable cast iron, with 
a burner for either nat- 
ural or artificial gas. 
Thoroughly tested and 
absolutely odorless. 


Thousands have been 
sold elsewhere. Why 
don’t you sell the Comet 
in your town? 








AN OPPORTUNITY 


to obtain protected agencies by the right people. 
Write for particulars —- NOW! 


Manufactured by COMET RADIATOR CO. 
2010 Market St. Philadelphia, Penna. 




















LABOR 
SAVERS! 


Because of the four 
distinctive features of 
Oatey flashings, listed 
below, the time saved 
by their installation 
will many times repay 


you. 












The Four Features: 
1. Designed to fit EXTRA HEAVY soil pipe 
without fitting or trimming collar. 


2. Fits all standard pipe. Angle of collar 
allows for proper calking without buckling or 
breaking. 


3. Can be installed on any angle up to 45°. 


4. Can be installed on flat roots as easily as 
pitched. 


OATEY 


Roof Flashings 


L. R. OATEY COMPANY 
5500 Walworth Ave. :: Cleveland, Ohio 




















INSURANCE 


AGAINST FLOODED BASEMENTS 
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Where the Signet Drain is installed there can 
be no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, gas and germs. 


) 


Always works. 
Nothing to get out 
of order. rass 
working parts sub- 
merged. 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient. 





Pat. Dec. 3, 1914 
Crampton-Farley 
Brass ‘ 


Write for 
Details Kansas City, Mo. 
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No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


The Bullard Roof Flange 


is acknowledged as the only PERFECT FLANGE by 
busy men who have made satisfying installations. 


: THE BULLARD SPECIALTY CO. - Tiffin, Ohio 
TERESCOHCSESOSCSOSESEEESSEOECERESHEE 


RRM Ris, 
Eliminate “Guesswork’’in Piping! 


A grade scale, a level, a plumb, and a 12-inch 
rule all in one, the PERFECTION Grade 
Scale will do away with mistakes, will save 
time and produce better work. In oak box— 
$3.50: In leather case, $5.50. 


INSPECT THIS TOOL YOURSELF—NOW 


Write us the name of your jobber. We will have 
him send you the PERFECTION tool for inspection 


OORSRESE RHODE 











MODERN UTILITIES COMPANY 


| HARRISBURG, PENNA. 























What aleading Heating Engineer and Contractor 
Ae ea (Pa.) thinks of SINGLE PIPE 


“My observations and comparative experiments leads me to the con- 
clusion that the Gorton Single Pipe Vapor System will fill a cold system 
about three times as fast as a vacuum Air Valve System and the heated 
radiators will remain hot very nearly as long.” 

(Signed) Wm. La Fontaine. 
Get in line with the Gorton System on your next installation. 
Heating Handbook Sent Free. 
Gorton & Lidgerwood Company 
96 Liberty Street, New York 


Established 1887, (Representatives in Principal Cities) 
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NEW PLANTS AND ADDITIONS 

The Schwartz Plumbing Supply Co., 372 East 143rd 
street, New York City, is building an addition to its plant 
at that address which will greatly increase the company’s 
facilities. New and modern equipment is to be installed. 

Reading Brass Works, Reading, Pa., have built an addi- 
tion to their factory and have added an electric furnace 
to their equipment. 


Personal Mention 


C. V. Haines, of the Hoffman Specialty Co., and A. V. 
Hatchinson, of the American Society of Heating and Venti- 
lating Engineers, attended the Massachusetts Chapter 
meeting held November 1 at the Engineers’ Club, Boston. 

Karl B. Schmitz, representing the Dunham Co., Berea, 
O., has been calling on the trade in New York City and 
vicinity for the past week. 

E. T. Auth, formerly manager of the California Steam 
and Plumbing Supply Company of San Francisco, has been 
appointed manager of the Los Angeles branch of the Wal- 
worth-California Company. 

H. Norman Thorne, manager of Philadelphia branches 
for Haines, Jones & Cadbury Co., Philadelphia, recently 
resigned his position with that company. Mr. Thorne’s 
plans for the future are still unsettled. His successor has 
not yet been appointed. 

T. F. Leary, San Francisco branch manager for the 
Mueller Company of Decatur, Ill., sailed recently on the 
steamer Yale for San Diego to attend the annual conven- 
tion of the California Section of the American Waterworks 
Association. 

W. H. Driscoll, president of the American Society of 
Heating and Ventilating Engineers, addressed the School 
Superintendents of the State of New Jersey at their an- 
nual meeting in Newark, N. J., on October 28. President 
Driscoll in his talk discussed the question of school venti 
lation. 

George M. Durgin, manager of the Chicago branch of 
the Woodward-Wanger Co., has just returned from a trip 
on which he visited several of the company’s sales repre- 
sentatives working out of that office. A. M. Grant, Kan- 
sas City; E. P. Gallup, Oklahoma City; J. A. Farris, Ft 
Worth, Tex., and C. L. Farris, New Orleans, were the men 
‘visited on this trip. 





R. B. Kneedler, of Sanitary Co. of America; Robert McKeown. 

Jr., Boston representative, Sanitary Co. of America; George 

H. Derbyshire, sales mannger, Sanitary Co. of America; Jo- 

seph Forgery, Bridgman Co., Philadelphia; Harold Mitchell, 

Cc. L. Weber Co., Philadelphia, and H. D. Ritter, assistant 
treasurer, Sanitary Co. of America 
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New Trade Literature 


Borden Company's Circular 

A circular describing its new No. 70 series Beaver ad- 

istable die stocks has just been issued by the Borden 
(Company, of Warren, Ohio. The circular contains sev- 
eral illustrations. 

Reading fron Co.’s Bulletin No. 2 

Reading Iron Company, of Reading, Pa., has just issued 
its bulletin No. 2, consisting of fifteen pages, 8% by 11 
inches in size. The bulletin gives information about in- 
stallations of the company’s pipe in many large buildings, 
such as ice plants, large hotels, office buildings and resi- 
dences. An interesting section, ‘‘From Puddling Furnace 
to Installation,’’ explains the steps in the manufacture of 
the company’s pipe. Numerous illustrations show instal- 
lations of this pipe. 

Buffalo Forge Co.’s Catalog 

Buffalo Forge Co., of Buffalo, N. Y., has issued Catalog 
No. 466, with the title, ‘Industrial Heating with ‘Buffalo’ 
Unit Heaters.” ‘Buffalo Breezo-Fin’’ heaters are de- 
scribed in detail, and several illustrations and sectional 
views are given. Heaters with air recirculating boxes are 
also described, as well as “Buffalo Hi-pressure Units,’’ 
which are built for high pressure steam and designed to 
deliver air at the most desirable height for the ordinary 
factory building. 

“PeerVent"’ Heating and Ventilating Units 

Peerless Unit Ventilation Co., Inc., of Long Island City, 
N. Y., has issued a booklet comprising 62 pages, 8 by 10% 
inches in size, printed on highly glazed paper. The book- 
let contains a discussion of modern schoolroom heating 
and ventilating, and describes the operation of the ‘“Peer- 
Vent” heating and ventilating units. Directions are given 
for laying out this system and several pages are devoted 
to diagrams showing details of installation. A section 
of twenty-five pages is devoted to miscellaneous engineer- 
ing data and tables. 

“Fresh Water” 

National Utilities Corporation, of Milwaukee, Wis., has 
just issued a booklet with the title ‘‘Fresh Water,” point- 
ing out the advantages of a water system for residents in 
the country and suburban districts. The various parts of 
the company’s water system are described in detail, and 
illustrated by sectional views. Numerous half-tone cuts 
show country residences and schools in which these water 
systems have been installed, and illustrate the various uses 
to which an abundant supply of water on the farm may 
be put. 

Thomas Maddock’s Sons Co.’s Sales Manual 

Thomas Maddock’s Sons Co., Trenton, N. J., has just 
issued its 1927 ‘“‘Durock”’ Sales manual, for the use of 
plumbers and jobbers’ salesmen. The new manual is 
brought out in a handy style, being designed to fit a 
pocket. Another unusual feature is the indexing of the 
book by means of pictures of various types of fixtures 
manufactured by the company, making it exceptionally 
easy to find wanted equipment. The first section of the 
manual is devoted to the master plumber, pointing out 
why mail order and direct-to-you houses are getting so 
much business, how easy it is for a plumber to become a 
salesman, why quality fixtures actually cost less than in- 
ferior ones, the necessity for a retailer displaying his 
wares, and the vast field the retailer of plumbing fixtures 
has to draw from. A description of the company’s vari- 
ous types of lavatories, bowls, tanks and bidets is given, 
and also an account of flush valves and other fittings used 
with these fixtures. 
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O 
= “No Sir—when I say I’m strong, I know §& 
© whereof I speak. Manufactured from the 
© finest grade of tough, lasting nickel silver 
inspected and tested—-I carry the guarantee 
© of the people who made me. They'll stand © 
© behind me—first, last and all the time.”’ 
8 Bill Bead 
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° The Bead Chain ManufacturingCo. § 
3 Bridgeport, Connecticut S 
O Canadian Representative: Stanley Brock, Ltd., Winnipeg 8 
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MECHANICAL PERFECTION | 

That's what you give your customer in the 

Chio No. 25 Water Heater. The special Ohio 

Burner insures perfect combustion — that 

saves gas and gives more hot water. 

The Ohio No. 25 gives permanent satisfaction 
—and profit possibilities are unequalled. 
From your jobber. | 


The OHIO Heater Company, Columbus, Ohio 


Onto No. 25 HEATER 
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The plumber who"installs Trenton brass goods | 
is sure to obtain everlasting satisfaction be- 
cause of their positive reliability. Write*’to- 
day for information regarding complete line. 


The Trenton Brass & Machine Company 
Trenton, N. J. 
Represented by Rollin C. Wilson 


7 E. 42nd St., New York, N. Y. 
261 Franklin St., Boston, Mass. 
121 N. Broad St., Philadelphia, Pa. 





Have you anything to say 
about valve purchases? 


then study this 


check valve— | 


The swing feature gives a straightway flow and per- 
mits use in vertical or horizontal position. The rotating 
disc results in even wear, hence longer life. These 
principles were originated and patented by Pratt and 
Cady over fifty years ago. 


READING STEEL CASTING COMPANY, Inc. 
An Associate Company of the American Chain Company, Inc. 
BRIDGEPORT, CONN. 
Offices and Warehouses in Principal Cities 
Booth 48— Power Show—Grand Central Palace, New York, Dec.6to 11,1926 


READING. fr steel 
=) PRATT&CADY £228 ze | Oo 


specializing for quality valves anv fittings 
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New Equipment 


Device for Lifting Radiators, Boilers, Etc. 
The heating contractor must make a profit not only on 
the goods he installs but upon labor as well, if he is to stay 


in business. He may also make a profit on the work that 


machinery does in lessening labor. 

A time-saving device for handling radiators and other 
heavy articles is shown in the accompanying illustration 
It is a power winch which may be attached to a motor 
truck for the purpose of lifting heavy objects. It has a 
hoisting speed of 200 to 300 feet per minute. It is claimed 
that it cuts the time ordinarily used for handling heavy 





material from 50 to 75 per cent. It is recommended by 


| the makers for the use of master plumbers and heating 
| contractors for hoisting radiators, boilers, bathtubs, lava- 
| tories, sinks, piping, etc. These, by means of this power 


winch, may be lifted through windows instead of carrying 
them through the building. 

This device having a positive lever or pedal control may 
be attached to almost any truck. The rated rope pull is 
750 lb. However, it is claimed that with suitable block 
and tackle, or other mechanical means for increasing 
power, it can handle still larger loads. 

It is claimed that the winch operates noiselessly, being 
mounted on large ball bearings and that it derives its 
power through chain and sprocket attached to the trans- 
mission. A quick acting brake holds the load at any de 
sired position. 

A Die Stock Designed to Save Time 
‘The accompanying illustrations show the construction 


} and method of use of a new die stock which contains in 
| itself thread cutting dies of several different sizes. Sev- 


eral die buttons and a die wrench are located in the 
stock and are virtually a part of the stock itself. 

The objects of this construction are convenience and 
the saving of time of the workmen. It is stated by the 


DIE CARRIAGE =SET SCREW —- 
a cole ADJUSTMENT HOLE 


TOG A 


——-GUIDE SET SCREW 
Fig. 1.—Showing general construction of the die stock 
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manufacturer that when this device is used, it is impos 


| sible for the die buttons to become lost or mislaid. 


The general construction of the tool is shown in Fig. 1 
A carriage contains the die buttons and slides right or 
left to bring the desired die into its proper position 


| for cutting. In use, the die selected is slid into position, 
| the set screw is tightened to hold the die in place and 


the guide plate shown in Fig. 2 is adjusted so that the 
guide hole of the proper size is placed in the proper posi 
tion. By means of the die adjustment hole, the regulat- 
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ing set screws in the die button carriage may be adjusted 
with a screw driver for any depth of thread within their 


range. 


GUIDE PLATE OIE CARRIAGE SET SCREW 




















Fig. 2.—Showing guide plate and method of adjusting it 


There are five models of this die stock, distinguished 
by the following sizes: 


Maximum Diameter 


of thread No. of buttons Size of buttons 


% inch 6 5% 
ys inch 6 13/16 
% inch 5 to 8 1 
5 inch 5 1 +5 


U. S. standard thread is supplied, unless §S. A. E. 


standard thread is requested. 








Hilhitddiid 











November 8, 1906 


L. O. Koven & Bro., of New York City, have broken 
ground for the erection of a machine shop in Jersey City, 
N. J., just south of their plate steel works. 

—————_19 06 

Lionel C. Simpson, a master plumber of Camden, N. J., 

gave a banquet in his new warehouse, to mark the founding 

of the Employes’ Club and to celebrate the completion of his 
new warehouse. 

= ——1906— 

The National Pipe Bending Company, of New Haven, 
Conn., has awarded the contract for the erection of a new 
foundry building at its plant. 

————_1906——_ 

On Monday evening, October 29, the master plumbers 
of the city of Springfield, Mass., for the nineteenth con- 
secutive year held their annual banquet. The large ban- 
quet hall of the Hotel Highland was chosen for the occa- 
decorated from floor to ceiling with 
There was a large attendance and 











sion and was 
gay-colored bunting. 
the affair was a great success. 
ae —1906 
The regular fall meeting of the Massachusetts State 
Association of Master Plumbers convened in Thule Hall, 
Worcester, on Thursday, October 25. 
—__——__— ] 9 (}§ ——____—_- 

The Central Foundry Co., of New York City, has pre- 
sented to the mechanical department of Columbia Univer- 
sity a series of four lines of soil pipe with connections 
with the usual plumbing fixtures. 


—————1906——— - 

After the meeting of the Central Supply Association at 
Cleveland last week the members were entertained at 
Lorain on Thursday by the National Tube Company. Spe- 
cial cars on the electric road to Lorain were provided and 
refreshments were served en route. The party, consisting 
of about 100, inspected the National Tube Company’s 
new plant and later a banquet luncheon was served at 
the general offices of the company. On Friday the asso- 
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CURTIN HIGH GRADE TANK FITTINGS 


for low tanks are made from the best 
material obtainable. With skilled work- 
men and rigid inspection of the finished 
articles, we produce fixtures which give 
both full value and long service to our 
customers. They have many patented 
and practical features. 


Ask your jobber for the Curtin Tank Fittings 


|e A. F. CURTIN VALVE CO., Medford, Mass. 











“SUPERIOR” BASINS 


combine utility and beauty. Made in 3 sizes— 
N.O.M.P., P.O.M.P.,P.O.R.P., and C.0.M.P. 


Packed in individual crates. Write today for details. 


HORTON POTTERY CO. ~ - 


Chillicothe. Ohio 













RAYMOND’S 
Lead Roof Flanges 


are not CAST —but made 
from DRAWN LEAD 
INo Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 














UMBING 
SPECIALTIES 


Washington Drum Traps are extra heavy. 
They can be tapped either 1/4” or 114” and 
are tapped for 3” iron pipe thread at top. 
Nickel plated covers. 


Order through your jobber 


Fig. 70. Write for Catalog 
Cast Iron DrumTrap 


The Washington Metal Products Co. 


Washington C. H., Ohio 
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ciation was entertained by the Youngstown Iron Sheet & 
Tube Company, of Youngstown, Ohio. 
1906 
The H. W. Johns-Manville Company has leased the en- 
tire building at 55 High street, Boston. The company’s 
Boston branch is now located at 77 Pearl street, and it 
will be moved to the new premises about December 1. 
1906 
The Whitlock Coil Pipe Company of Hartford, Conn., 
expects to have the new buildings which have been erected 
this year completed by January 1. 
1906 
The Manhattan Branch of the Greater New York City 
Association of Master Plumbers has appointed a commit- 
tee to arrange for the annual entertainment and ball, 
which is to be held on Thursday evening, December 13, 
1906, at the Lexington Opera House. 
1906 
The Muskogee Plumbing Company has just opened an 
establishment at 232 West Okmulgee avenue, Muskogee, 
Ind. Ter. 














—_—_———_ 1906 —_—___ 
Andrew F. Curtin, of Medford, Mass., has been granted 
a patent on a ball cock. 


November 10, 1906 
The United Brass Manufacturing Company, of Cleveland, 
Ohio, has completed a new plant four times as large as its 
former one. 
1906 
8S. Wilks Manufacturing Company, of Chicago, has just 
finished the erection of a two-story addition to its plant. 


1906-,-——__—_ 
The entire character of the National Association of Mas- 


ter Plumbers of Great Britain is about to be changed. A 
meeting was held in Manchester on Wednesday at which 
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it was hoped to complete arrangements for the transfer 
ence of the powers, responsibilities and functions of th: 
National Association of Master Plumbers to a new organi 
zation, which is to be called the Institute of Master Plumb 
ers. The National Association of Great Britain wa 
founded in 1895, and local associations in fifty-five town 
have been affiliated with it. 
1906 

The Pittsburgh Jobbers’ Bowling League made som: 
high scores last Monday night and the games were th: 
closest of the season so far. The surprise of the evenins 
was the defeat of the Bailey-Farrell Manufacturing Com 
pany’s team, which was defeated for the first time thi 
season. 





1906 
James H. Davis, of Chicago, has received a patent on a 
radiator. The patent has been assigned to the American 
Radiator Company. 





1906 
The thirteenth annual meeting of the American So- 
ciety of Heating and Ventilating Engineers will be held 
in New York City on January 22-24, 1907, in the new 
Engineering Building, if the building is completed by that 
time. If the Engineering Building is not completed at 
that date, it will be held in the society's old quarters at 
12 West Thirty-first street. 
1906 
The recent storm at Mobile, Ala., caused damage to 
nearly every store building and residence in the city. 
Only three plumbing shops in the city were flooded. The 
wind drove the water from Mobile bay and the Gulf of 
Mexico into the Mobile river. The banks of the river were 
unable to hold the water, which overflowed into the city 
in the shipping district and along the river front with 10 
ft. of water in some places. 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








1927 NEW YORK STATE CONVENTION IN NEW YORK 
CITY 

The executive committee of the New York State Master 
Plumbers’ Association held a meeting at the Ten Eyck 
Hotel, Albany, N. Y., October 20, and decided to accept 
the invitation of the Association of Master Plumbers of 
the City of New York to hold the 1927 state convention in 
New York City. The committee, which was presided over 
by State President Stephen H. Welch of the Bronx, in- 
formed the New York City masters that the dates selected 
should be during the last week in March, preferably the 
29th and 30th, as these two days fit in with the itineraries 
of the National Trade Extension Bureau field men. 

The committee also voted to ask the Bureau to have at 
least one field man in the eastern section of the country at 
least six months of the year, requesting that B. Joseph 
O’Donnell be the representative, if possible, because of his 
knowledge of that territory. The balance of the time was 
taken up in routine business, one of the interesting things 
being a case in upper New York state where a householder 
refuses to pay a master for work done, alleging the 
plumber cannot collect as he is not a registered plumber. 
This condition is brought about by the mayor of that city 
failing to appoint an examining board for master plumbers. 
The case is to be referred to the legislative committee for 
action. f 

All members of the committee except Mr. Frank of Buf- 
falo were present, the meeting also being attended by 
National Director Jere L. Murphy of New York City and 
M. J. Cavanaugh of Gloversville. An informal dinner was 
held in the evening, this being rushed to allow several men 
to catch early trains for their homes. 

TENTATIVE DRAFTS OF UNIFORM MECHANICS LIEN 
ACT DISTRIBUTED 

First tentative drafts of the proposed ‘Uniform Me- 
chanics Lien Act,’’ which was drawn up by a committee 
of thirteen men appointed by Secretary of Commerce Her- 
bert Hoover, have been distributed to several hundred 
trade associations, labor associations, and individuals, 
with a request for comment. The committee has requested 
that all comment and suggestions be in the hands of its 
secretary not later than January 31, 1927. 

Few departures from existing laws are to be found in 
the tentative draft, practically all of the features of the 
present codes being incorporated in several jurisdictions. 
The aim of the committee has been to produce an act 
which will adequately protect the interests of the worker 
and others concerned in construction, as well as the in- 
terests of the owners and those who finance building op- 
erations, and to distribute as equitably as possible, among 
the groups, the burden of securing such protection. 

Among the committee members is Stewart A. Jollett, 
of Philadelphia, Pa., former president of the Heating and 
Piping Contractors National Association. The other mem- 
bers of the committee represent all of the different bodies 
of men who are interested in the construction industries 
and the credit ratings of the owners of new buildings. 
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APPOINTED EXECUTIVE SECRETARY OF MASS. 
STATE BOARD OF PLUMBING EXAMINERS. 

Andrew McGlynn, of Taunton, Mass., a former president 
of the Massachusetts Master Plumbers’ Association, and 
past president of the Massachusetts Sanitary Club, has 
been appointed executive secretary of the Massachusetts 
State Board of Plumbing Examiners and has taken charge 
of the duties of that office. He has an office at the State 
House. The need of an executive secretary who could 
devote the greater part of his time to the rapidly increas- 
ing duties of the board has long been felt. A year ago 
a bill was passed by the Massachusetts Legislature and 
as a result a board of examiners was named, on which 
David Craig, past president of the Massachusetts Asso- 
ciation and of the National Association of Master Plumb- 
ers, was appointed to the board, this being a continuation 
of the office he had long held. No provision was made or 
sufficient appropriation included to secure an executive 
secretary. 

In May of this year the legislature made the necessary 
appropriation for an executive secretary and the appoint- 
ment of Mr. McGlynn followed last week. 


WASHINGTON STATE CONVENTION DATES SET 

The annual convention of the Washington State Asso- 
ciation of Master Plumbers will be held May 27-28, 1927, 
but the city has not yet been determined. This much was 
settled at a recent meeting of the Zone directors which 
was held in Yakima, with George Clark, zone director, in 
charge of arrangements. 

Three new members were added at this meeting, these 
being Masters Lentz, Hurley and Lagergren of Yakima. 
That city now has eight state members. 

Roy E. Thompson, president of the Washington Asso- 
ciation, and J. Frank Scott, both of Tacoma, were in at- 
tendance. They left Tacoma two days previous to the 
meeting and spent this time in Ellensburg, from which 
city they were accompanied by C. B. Hodgins and A. A. 
Borgan, both new members of the state organization. 

President Thompson has instilled in the members of 
the Washington Association this year a fine spirit, and is 
being loyally supported by his co-workers. He is giving 
largely of his personal time in sending out letters and 
bulletins to keep the members interested and informed on 
association activities. 

The zone directors are urging the association member- 
ship to make plans for employing a field secretary to give 
his entire time to the welfare and building up of the asso- 
ciation work, both state and local. President Thompson 
says, ‘‘We now have the foundation of a strong state or- 
ganization, and the directors feel that a secretary should 
be kept in the field to hold the lines.” 

The directors will present a resolution at the next state 
convention asking the membership to finance such an offi- 
cer, and it is the hope of the association leaders that a 
field secretary will be on duty in Washington next year. 

President Thompson is a progressive and stimulating 
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force in the Washington association. 
bit of optimism 


He always has some 
and keenly enthusiastic remarks to con- 
tribute at the state meetings. 

“Don't be a lobster!” he told the men. “You know a 
lobster, when washed high and dry, makes no effort to get 
back into the water, but waits for the sea to come to him. 
If it well but if it does not, he simply 
dies. It is disappointing that we still have men in the 
plumbing business who complain that no one helps them, 
and who frown on the success of others. The time spent 
in bemoaning their lot, if applied to building up the asso- 
ciation, would yield splendid results. 

“When a man finds himself in the position of a lobster, 
the remedy is quite simple. It is a matter of taking hold 
afresh—of finding a new starting point. 

“An attractive 


does, and good; 


force in business is that of cheerful 


thinking. Some men are always complaining that busi- 
ness is bad, or that it is not what it used to be. They 
cast a gloomy shadow over every one they meet, gradu- 


ally driving people away, until at length their business 
slips entirely from them. : 

“A cheerful man is an appealing force. People like to 
meet him will return again and again to talk with 
him He turn friendship and make 
adjustments satisfactorily for the worst customer. 

‘An optimistic, cheerful, self-confident temperament is 
disregarded; and, 


success is possible without it. The 


and 


can hostility into 


valuable a business asset to be 


great 


too 
moreover, no 


place to start practicing is on your competitor.’ 


BROOKLYN M. P. A. HOLDS INFORMAL PARTY 

Members of the Brooklyn Branch of the Master Plumb- 
ers’ Association of the City of New York held an informal 
jollification Thursday evening, October 28th, at their new 
8 Nevins Brooklyn. The affair, which 
was held following the regular meeting of the association, 
was in of the unusual of the annual 
shore dinner held recently. ‘he large attendance of mas- 
Matthew J. chairman of the ar- 
rangements committee, whose committee had put over the 
biggest dinner of its kind in the history of the association. 


rooms at street, 


celebration success 


ters lauded Kennedy, 








Display of the Harding Heating Co., of Greensboro, N. C., at 
the “Build Your Own Home” exposition which was held in 
that city recently. Mr. Harding is president of the North 
Carolina Association of Plumbing and Heating Contractors 
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PHILADELPHIA ASSOCIATION PREPARES FOR CON- 
VENTION TRIP 

The Master Plumbers’ Association of Philadelphia is 
already making plans for attending the next annual con 
vention of the National Association which is to be held ir 
Minneapolis, Minn., in June, 1927. The Philadelphia part; 
is planning to take the trip by way of the Great Lakes 
going by boat from Buffalo, N. Y., to Duluth, Minn. Th« 
association is forming a club by which its members can 
now start saving for the trip, depositing a certain amount 
every month until June, when the expenses of the trip 
In this way, everyone can afford the 
trip if he really wants to go. William H. Ambrose is 
chairman of the convention and George M 
Hicks, 653 North Tenth street, Philadelphia, is secretary 
of the tour. 


will be accumulated. 


committee, 


HEARS ATTORNEY ON BUSINESS LAW 
AND LIENS 

Realizing that the plumber doing business with limited 
capital, or, as is almost invariably the case, doing a 
greater volume of business than his capital warrants, is 
literally taking his ‘“‘business life’? in his hands whenever 
he takes a contract, the monthly meeting of the Southern 
California Sanitation Development League held in 
Angeles on October 28th, was devoted to speakers who 
through years of experience in their respective lines had 
a remedy for this defect. Another dangerous 
business tendency, that of attempting to save the firm 
by a tremendous increase in volume rather than by trim- 
ming overhead when profits are low, was also expostulated. 

Wilbur M. Derthick, Jr., of the firm of Derthick & Hull, 
attorneys, Van Nuys Building, Los Angeles, talked on 
liens and the various phases of business law, which are 
essential to the successful operation of a plumbing busi- 
Following Mr. Derthick’s instructive talk, W. P. 
3axter, manager of the Southern Plumbing Supply Com- 
pany of Los Angeles, spoke on the subject of “Volume 
versus Profit—Which Shall It Be?” 
hundred dollars was then raised to defray the 
expenses of the committee which is working on the plumb- 
ing, heating and ventilating standardization ordinance for 
the county of Los Angeles. 

The next meeting of the League will be held on No- 
vember 18, a week ahead of schedule, as the Thanksgiving 
holidays will interfere with the regular meeting time. 


a. << S. @.. t. 
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evolved 


ness. 
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WASHINGTON STATE ASSOCIATION TO PRESENT 
STATE CODE 

In a recent letter to all members of the Washington 
State Master Plumbers Association, Roy E. Thompson of 
Tacoma, president of that organization, points out the ur- 
gent need for the undivided support of every member in 
the work of having a state plumbing code adopted by the 
state legislature this fall. In his personal appeal, Mr. 
Thompson said, “I am positive that the plumbing code in 
the state of Washington will do more to put the plumbing 
business on the map than anything I know of. I am de- 
pending on you. Don’t fail me.” 

A. C. McClelland, plumbing and heating contractor, for- 
merly of Christopher, Ill., has moved his business to 117 
Broadway, Paducah, Ky., where he is doing 
under the name of the Kentucky Plumbing Company. 


business 


Ed. D. Hannan, 319 Kentucky street, Paducah, Ky., has 
recently been awarded the plumbing and heating con- 
tracts on the new Charleston apartment building in that 


city. The contract amounted to $35,000. Mr. Hannan’s 


son is in business with him and does all of the work of 
estimating the heating end of the business. 
\ 
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| Women’s Auxiliaries 


Trenton, N. J., Auxiliary Elects Officers 


New officers have just been elected by the Women’s | 


Auxiliary of the Master Plumbers’ Association of Trenton, 
N. J., Mrs. Thomas Tootell being again honored with the 
presidency. Mrs. Frank Dunn was elected vice-president, 
Mrs. Charles MacQueen treasurer, Mrs. John Mickels re- 
elected secretary, Mrs. Yara Yago sergeant-at-arms, and 
Mrs. John Edelman, Mrs. John Eldracher and Mrs. Emil 
Pfleider trustees. The new officials were installed Thurs- 
day evening, Nov. 11, at Hildebrecht’s restaurant, Mrs. J. 
Miller Heidweiler being the installing officer. Following 
the installation, the members gave a dinner and theater 
party. 
Memphis Auxiliary Maintains Booth at Fair 

At the recent Tristate Fair, held in Memphis, Tenn., 
the Women’s Auxiliary arranged and maintained a booth 
for the Master Plumbers’ Association. Mrs. W. D. Dur- 
ham was chairman of the committee, and due to her 
energy and good taste, as well as that of her helpers, the 
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The exhibits of the Memphis Association of Master Plumbers 
and the Women's Auxiliary at the recent annual Tri-State 
Fair in Memphis, Tenn. 


exhibit was a great success. One feature which attracted 
much attention was a miniature bathroom complete in 
every detail. This caused much comment among the 
thousands visiting the booth. The most popular feature 
of the exhibit was the fountain of ice water, which was 
especially appreciated by visitors, because of the warm 
weather which prevailed during the fair. Mrs. Durham 
and some of her helpers were constantly on duty furnish- 
ing information to the many who called at the booth. 

The regular meeting of the auxiliary is held the first 
Thursday in each month, and a social hour follows the 
business meeting. 

Masque Dance Given by Germantown Auxiliary 

The Ladies’ Auxiliary of the Master Plumbers’ Asso- 
ciation of Germantown, Pa., resumed regular monthly 
meetings in October, after a four months’ vacation. It 
was at once decided to have a masque dance on October 
29. The dance proved very successful and the ladies felt 
well repaid for their efforts, as nearly one hundred and 
twenty-five, including salesmen from various. supply 
houses, were present. Music was supplied by an ex- 
cellent orchestra and the hall was attractively decorated 
with corn stalks, pumpkins and lanterns. J. Jarvis enter- 
tained the guests with vocal selections, and they also had 
the pleasure of listening to violin selections played by Mrs. 
William Wentz’s two little daughters. W. Graham gave 
amusing Scotch impersonations and solos, and William 
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Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 





TANKS FOR: High pressure gas and air storage—Pneumatic 
stems—Gasoline and oil storage—Oil burning equip- 

wn top—Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure—the tightest, safest, strongest tank it is 
possible to construct by any known process. A.S.M.E.code tanks, 
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is made very easy 


hanger made in sizes to fit any radiator 
ask for it 


Sold by all leading jobbers 


Distributed by UNITED STATES RADIATOR CORPORATION 


Little Giant Mfz.Co. 


1927-3] Nicollet Ave. Minneapolis, Minn. 
































Don't BeContent 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 


ron 


Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 








Jones cesspools are 
made to meet with 
widely varying code re- 
quirements; and you 
can be just as ‘sure Yof 
the service as} of jth: 
quality. 


409 Details on request 


of course 


atk Cesspoo! Jones Hollow Ware Co. 
ell TraP Baltimore, Md. 








Wall hung radiation is a feature which will 
appeal particularly to the housewife in select 
ing an apartment. Cleaning and sweeping 


Radiators should be suspended with the 
Little Giant hanger—-a one bolt adjustable 














A new catalogue has just been prepared 


With Ordinary Roof Flashings 


All Lead=Copper —Galvanized 
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Save Time— 


A PENN Portable 
Vise Post and Pipe 
Bender will cut 
twenty to forty 
minutes from a 
mechanic's time on 
every job. It can be 
set up in thirty 
seconds. Remains ab- 
solutely rigid, even 
when fully extended. 
The 


PENN Portable Vise 
Post and Pipe Bender 


is constructed of non 
breakable steel and malle- 
able iron throughout. 


Write us for full details today 


Penn Engineering Co. 
MANUFACTURERS 


Reading 3 Pennsylvania 
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ADSCO 


Valve 
y i : i S 


Sturdy, 








& 
Well-Balanced 
and Attractive 
Most efficient when used 
with ADSCO Regulator in 


the famous vapor system 
known as 


ADSCO HEATING 


can be used with or without traps on any 
Vapor system. 





Write for Bulletin 181-D. 


AMERICAN [PISTRICT STEAM COMPANY 


GOLMEMA OFFICES Ame woRns 


Nota ToNAWANDA.N.Y. 
Offices: New York Chicago Seattle 
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Keats entertained with humorous sketches. Prizes wer 
awarded to the best dressed lady and gentleman, and als 
to the lady and gentleman who had the most comical an: 
original costume. Cider, ginger snaps and peanuts wer 
served, and each one did duty at the refreshment tabl: 
As this affair proved so successful, and the co-operatio: 
of the members and master plumbers was so satisfactory 
future entertainments are already being planned. 
Dance Given by Minneapolis Auxiliary 
The Women’s Auxiliary to the Minneapolis Retail! 
Plumbers’ Association held a dancing party on October 
23, 1926, in the clubrooms of the association. Mrs. H. W 
Strader acted as general chairman, with Mesdames H. M 
Porter, Oscar Bergeson, L. O. Klopfer and Oscar John 
son as her assistants. The rooms were decorated in 
Hallowe’en colors. About seventy couples danced and en 
joyed the light refreshments which were served. 
San Francisco Auxiliary Gives Hallowe’en Party 
Members of the Ladies’ Auxiliary of the San Francisco 
Master Plumbers’ Association were hostesses Hallowe’en 
night at the Association Hall at Gough and Page streets 
Decorations of a timely nature lent an added charm to the 
occasion. There were twelve tables of whist early in the 


| evening, followed by a solo by Mrs. A. J. Silva and a duet 


by Mr. and Mrs. Victor Petersen. Refreshments were 

served. Dancing, a reception and visits to the fortune 

teller’s booth rounded out a most delightful evening. 
Philadelphia Auxiliary to Give Dinner 

The Ladies’ Auxiliary of the Master Plumbers’ Associa 
tion of Philadelphia will hold a dinner for members and 
guests at the Fuhrman Inn, 2042 Ranstead street, Phila- 
delphia, Thursday evening, December 2. The seating 
capacity is only forty members, the committee warns, and 
reservations will be cared for in the order of their receipt. 
Mrs. D. A. Worrell, 217 St. Marks Square, is in charge of 
the affair, and members wishing to attend should notify 
her. 

This auxiliary also held a masquerade party at its asso- 
ciation rooms on Wednesday evening, November 10. The 
regular meeting was held Thursday evening, November 4, 
at the Builders’ Exchange. Members of the auxiliary 
are again hard at work on surgical dressings for the 
Visiting Nurse Society, and a pleasant and useful hour is 
spent in this way before the meeting. 

Milwaukee Auxiliary to Give Theatre Party 

The Milwaukee, Wis., Women’s Auxiliary held a lunch- 
eon and card party last month at Gimbel’s Grill in that 
city. About fifty members were present. A benefit theater 
party will be held at the Tower Theater, on November 
22-25 inclusive, to secure funds for charitable work. 

Tampa Auxiliary Active in Relief Work 

The Women’s Auxiliary of Tampa, Fla., has held sev- 
eral meetings devoted to sewing children’s clothing for 
the Miami Relief Committee. The auxiliary will be glad 
to receive clothing or other donations from auxiliaries in- 
terested in this work. 

Jersey City Auxiliary Gives Hallowe'en Party 

The Ladies’ Auxiliary of the Jersey City (N. J.) Master 
Plumbers’ Association held one of its typically successful 
affairs Tuesday evening, November 1. The occasion was a 
Hallowe’en party, and the place was the clubrooms of the 
Masonic Temple, 835 Bergen avenue, Jersey City. The 
sixty guests, who assembled, were greeted with a hall 
decked out in Hallowe’en colors and the events of the 
evening were designed to follow out the spirit of the 
occasion, with all the games usual to Hallowe’en. There 
was dancing, of course, with singers, violin and piano 
players and refreshments. Among the guests were repre- 
sentatives of the auxiliaries from Clifton, Montclair and 
North Hudson- 
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HOUSTON, TEXAS, CONSIDERS NEW PLUMBING 
ORDINANCE 

Several conferences between master plumbers and city 
officials of Houston, Texas, have resulted in a new pro- 
posed plumbing ordinance which will be placed before the 
city council at an early date with recommendations that it 
be passed. Several features have been worked out in the 
new ordinance which it is believed will prove of real bene- 
fit to the master plumbers as well as the city. 

Provision is made for a fee of $50 from journeymen 
taking the examination for a master plumber’s license. 
There will also be a charge of $2 for the examination fee. 
Another feature reads as follows: 

“No person shall make any connection with any open- 
ing into any. public or private sewer, nor lay any drain, nor 
do any plumbing in the city. of Houston without a permit 
from the city engineer, and such work shall be done by a 
duly licensed plumber or drain layer.” 

Violation of this phase of the proposed ordinance pro- 
vides a fine of from $5 to $200 for each separate offence. 

A similar provision is made in regard to water pipes, 
and permission to make improvements must be obtained 
from the water department. Provision is also made that 
all persons engaged in the plumbing or drain laying busi- 
ness in the city of Houston shall make a deposit of $250 
for permits to open one street end in the city. 

No license will be issued to any plumber until he be- 
comes a master plumber or employing plumber, who will 
be required to give bond for faithful service and perform- 
ance of work and observance of the plumbing ordinances. 

Examinations for master plumbers’ license will be con- 
ducted by the city engineer, chief plumbing inspector, city 
health officer, one master plumber and one journeyman 
plumber. 

The ordinance was drawn up with the assistance of City 
Engineer J. C. McVea, who pointed out that this ordinance 
would protect the master plumbers, and the journeymen, 
and assure the citizens of competent workmanship. 





BOSTON HEATING AND VENTILATING CONTRACTORS 
MEET 


The monthly meeting of the Heating and Piping Con- 
tractors’ Boston Association, Inc., of Boston, Mass., which 
was held on Thursday, November 4, was given over te a 
discussion of credits and credit systems. 


Obituary 


Harry Boon 

Harry Boon, member of the plumbing firm of Boon & 
Sample, of 3008 Ludlow street, Philadelphia, Pa., died at 
his home in that city recently and was buried from his 
late residence on Wednesday, November 3. Mr. Boon had 
been a member of the Philadelphia Master Plumbers’ 
Association for more than twenty-five years, and fellow 
members attended the services at the home. Interment 
was private. 

Frederick Christian Suess 

Frederick Christian Suess, president of the Suess 
Plumbing Company of Denver, Colo., and long time resi- 
dent of that city, died Sunday, Oct. 31, following an attack 
of acute indigestion several days before. Mr. Suess Was 
born at Sedalia, Mo., 59 years ago, and was the son of 
Major Henry Suess, a veteran of the Civil war, well known 
in Denver before his death several years ago. Since 1883, 
when Mr. Suess came to Denver, he had been connected 
with the plumbing business in that city. He became head 
of the plumbing company bearing his name 25 years ago. 
He is survived by the widow, a son and a daughter. 
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aqusline 


SUPER -SEPTIC 


anks 


This is an age of sanitation and health. People no 
longer tolerate suburban homes that have not pro- 
vided for scientific sewage disposal. That’s why 
septic tank sales are doubling and trebling! Some- 
one in your territory is supplying this demand and 
making a lot of money doing it. Why don't you 
get these profits for yourself? 








A Money Making and Prestige 
Building Business 


Kaustine opens the door to these profits for you. 
It*supplies you_with sizes and types of septic tanks 
to solve, once and for always, the sewage disposal 
problems in any home, building, or even an entire 
village where there is running water. Kaustine 
works hand in glove with you to get the business. 
Its prices meet the keenest competition and liberal 
discounts insure you most profit per sale. 


















Many years of 
quality work- 
manship, scien- 
tific designing 
and clean cut 
business methods 
have made the 
Kaustine trade- 
mark on a septic 
tank a mark of 
respect both to 
the trade and the 

—__ consumer. 
Kausline 
SUPER- SEPTIC 

TANK 


PAT. APpL'o. FOR 





Let Us Tell You What You 
Want to Know About 
Septic Tank Sanitation 
Ask for a copy of the 
Kaustine Septic Tank 
Handbook. t tells by 
means of questions and 
answers the full facts 
about Septic Tank San- 
itation. Forlinstance— 
proper slope of the 
ground, computing cor- 
rect capacities, depth of 
tank below ground, sizes 
of pipe and sewer line, 
effects of grease, loca- 
tion ot tank, how shall 
tile be laid, etc. Write 
now for hand book No. 

206. It’s free. 





KAUSTINE CO., Inc., Buffalo, N. Y. 
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This & That, Here&?T here 


Plumbing and heating contracts for a new dwelling at 
526 West Taft avenue, Bridgeport, Conn., have been 
awarded to W. J. Wade, 510 Hawley avenue in that city. 

The Bridgeport Hospital Association, Bridgeport, Conn., 
is having plans prepared by Edward S. Caldwell, Jr., 886 
Main street, Bridgeport, for a hospital addition and a 
, | nurses dormitory to cost $175,000. 

Conz & Broult, Springfield, Mass., have been awarded 
the heating and plumbing contracts on the large apart- 
ment building being erected on High street for T. W. Mc- 
Carthy of Chicopee. 

Cc. K. Baylies, 289 Central avenue, Bridgeport, Conn., 
has been awarded the plumbing and heating contracts 
on a residence on Locust street, Stratford, Conn., for R. 
E. Wheeler. 

The city of Burlington, Vt., is receiving plumbing and 
heating bids for the proposed auditorium to be erected at 
Main and South Union streets. Plans by Frank Lyman 
Austin, 240 College street in that city, call for a 2-story 
stone and concrete building 110x175 ft. 











Made only of the finest wood, care- 
fully kiln-dried, doweled front and back, 
and covered with high grade waterproof 
varnish. Packed in separate cartons. 


L. R. Schmaus Plumbing Co., of Milwaukee, Wis., has 
been awarded the plumbing contract on the new office and 
store building under construction at Wisconsin street and 


Ask your jobber Broadway, Milwaukee, in the downtown business section 

of that city. 
THE OLMSTEAD-THOMSON MFG. CO. Announcement has been made by the Green Briar Co., 
NEW BRITAIN, CONN. Milwaukee, Wis., that plans will be started this week for 


a $500,000 apartment, store and garage building which 

LION BRAND SEATS | will be erected at Thirty-fifth street and Grand avenue. 

| The building will be five stories high, 100 by 200 ft., and 

a the garage will be large enough to accommodate fifty cars. 
M. Tullgren & Sons Co., Milwaukee, is the architect. 











° The W. A. Bowers Heating Co., Milwaukee, Wis., has 

How much does it cost ; : : : 

you to install the ordi- received the contract to install a steam heating plant in 
- srete base pipe oa.ne - " a 

ee a int the building at Sixth and Chestnut streets, Milwaukee and 


support? You can put 
in 45 Ric-wil, Supports another contract to install a steam heating plant for the 


in the same time. That's 


real modern economy. | Pioneer Waste Paper Co. in that city. 
Weitzer Bros., Milwaukee, Wis., have received the 
plumbing contract, and the Pflugradt Heating Co., Mil- 
Do You waukee, has received the heating contract on the $40,000 
S ill D ° garage under construction on Twenty-seventh street, be- 
tl rive tween Clybourn street and St. Paul avenue in that city. 


QMne hundred Milwaukee school teachers were guests of 
a Buggy? B 


the Kohler Co., of Kohler, Wis., last week on an inspection 
trip through the plant. The various operations of manu- 


O, of course nct. ‘ E : : 
facturing plumbing fixtures were explained to the teachers 


Too slow and in- 





efficient. by guides at the plant. 
But are you still put- S. V. Hanley, Milwaukee, Wis., was the lowest bidder 
ting in obsolete con- for the plumbing and sewerage work for the South View 


duit jobs for under- 
ground steam pipes? Jobs whose labor costs are far too 
high, that may or may not stay water-tight and efficient 
for your customer? 


hospital, Milwaukee. 





The Pflugradt Heating Co., Milwaukee, Wis., has been 
awarded the heating contract for the apartment building 
which is under construction at 1184 National avenue, 
Milwaukee, 


Try Fi--wiL, the modern system. It costs you less, 
labor and materials, installed, than most ordinary old 
fasliio:ed systems. And we have cost figures to prove it. 


The Noerenberg-Marien Co., Milwaukee, Wis., has been 
awarded the contract to install a vapor heating system 
in the apartment and office building under construction 


THE RIc-wiL COMPANY, Cleveland, Ohio | at Twenty-first and National avenues, Milwaukee. 


M. W. Howard, until recently owner of the Ritz hotel, 
Portland, Ore., has purchased property in that city where 
| the Ladd school now stands, and will construct a $2,500,- 
000 hotel on the site which cost $200,000. L. L. Dougan, 
| the architect, is now preparing plans for the structure 


You ought to have this information 
for your own profit. Write. 





UNDERGROUND CONDUIT | Features of the hotel will be a swimming pool and gym- 


| nasium. The building will contain 1,200 rooms. 
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The Wenzel & Henoch Co., Milwaukee, Wis., has been 
awarded the plumbing and heating contracts for the new 
£500,000 Mosque shrine which is to be erected by Tripoli 
Temple at 3000 Grand avenue, Milwaukee. This is one of 
the largest contracts to be awarded in Milwaukee this 
eason. The Wenzel & Henoch company has also been 
awarded the plumbing contract for the addition to the 
Grand avenue Buick garage at 3521 Grand avenue, Mil- 
waukee. 

John Christie. Milwaukee, Wis., has been awarded the 
heating contract for the addition to the store under con- 
struction at 360 Farwell avenue in that city. 

Morris H. Whitehouse, Railway Exchange building, 
Portland, Ore., and associate architects are completing 
plans for a $75,000 residence to be built on the country 
estate of W. B. Fletcher at Dunthorpe, Ore. Bids will be 
taken from a selected list of contractors. 

John A. Cook, Jr., 618 Meridian avenue, Miami, Fla., 
owner of the Cook’s Casino in South Beach, which was 
recently destroyed by the hurricane, will rebuild at once. 


N. B. T. Roney, 232 23 street, Miami Beach, Fla., will 
erect a new casino on the site of Roney Plaza Pools. 
Cc. W. Buck & Son, 704 23 street, Columbus, Ga., has 


been awarded the contract for plumbing in a new $40,- 
000 building at Broad and 14 streets that city, and Walter 
Denson, 13 W. 12 street, Columbus, Ga., was awarded the 
heating contract. 

Tom Ball of Fulton, Mo., has been awarded the heating 
contract on the Christian church in that city. 

Alaska Plumbing & Heating company, Portland, Oregon, 
is installing plumbing in a 30-suite apartment house at 
875 Belmont street for the Hewitt Construction company. 
The contract amounts to $8,000. 

Fred McLean, 
in two residences, 


is installing plumbing 
and the 


Portland, Oregon, 
one at 1079 East 
other at 529 East Twenty-third street. 
Rushlight, Hastorf & Lord, Inc., Portland, 
the heating and ventilating contract on a remodeling proj- 
ect on the Pantages theater, and Muirhead & Murhard Co., 
has the plumbing contract on this building. 


Broadway 


Oregon, have 


Thomas E. Hulme, Portland, Oregon, will install the 
plumbing in three houses being erected at Dunthrope, 
Oregon, for John B. Larson. Each residence will cost 
between $18,000 and $20,000. The General Heating Co. 
has the heating and ventilating contracts. 

The Sanitary Plumbing Co., Altus, Okla., 
awarded a $12,621 plumbing and heating 
a new hotel at Shamrock, Tex., for D. B. 
Walker. 

A stage terminal and hotel to cost $250,000 will be 
built in Portland, Oregon, on Taylor street, between Park 
street and West Park. The hotel will contain 180 rooms. 


has been 
contract on 
and W. R. 








Exhibit of Haines, Jones & Cadbury Co., Philadelphia, at the 
fifth annual Builders’ Exposition in that city 
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Ideal for 
Jobbing Work 


LESTER C. KINZEY 
Hollis, N. Y. Plumber says: 


In the month of March, 1926, I purchased 
one of your Electro Melters, and even tho 
I use it most every day as I do nothing but 
jobbing, I have not one complaint to make 
I have a long extension wire and use It for 
all kinds of jobs 

When I first intended to buy one of your 
Electro Melters I thought the cost was 
too much, but since using {t I have found 
that it is worth many times what I paid for 
it, and feel that I could not get along with- 
out one. Because I have had such complete 
satisfaction with your melter, I write these 
few lines to let you know how pleased I am 
with it 


= (signed) LESTER C. KINZEY 











Write for details—-NOW! 


ELECTRO ENGINEERING COMPANY, Inc. 
117-12 Atlantic Ave. Richmond Hill, N. Y. 














FOR BUILT-IN BATH TUBS 


use the Lukomski Adjustable 
Bath Trap. Its swinging outlet 
cuts time and labor costs--elimi- 
nates an exact line-up of outlet 
and stock connects. 


Write for details 


LUKOMSKI BROS. CO. 
2468 East Grand Blvd. Detroit, Mich. 
Richard Dode; Representative 
2565 Grand Concourse, New York City 
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A Valve for Every Purpose 
McNab and Harlin Brass or Bronze valves 
are made in every size and type to be used 
for every purpose. This old reliable line 
has, for 72 years, delivered that kind of 
service which is demanded by the most 
exacting users. 


Write for complete catalog--NOW. 


Mt. Morris Valve 
Corporation 
Mt. Morris, N. Y. 





TORRE IIT ITLL TE 


You would 


not think of missing your daily 
paper, yet it does not begin | 
to help you as your business 
paper, so why not spend a 
minute to send in your sub- 
scription. You will soon realiz 
the tremendous help you 
have been doing without. 
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The American Plumbing and Heating Co., 829 Baronne 
street, New Orleans, La., has been awarded the plumbing 
and heating contract on the $65,000 Marine Bank and 
Trust bank at Oak street and Carrollton avenue, New 
Orleans, La. 

The Heating and Plumbing Co., Russell- 
ville, Ark., has been awarded the plumbing contract on 
the new $100,000 church, and Sunday School and parson- 
for the First Methodist Church, South, Russellville, 


Russellville 


age 
Ark. 

Edwin P. Ambler, 2822 LaSalle street, St. Louis, Mo., 
has been awarded the heating contract on the new Delmar 
Baptist ‘church at 6181 Washington street in that city. 
The C. O. Smith Plumbing Co., 4025 Forest Park boule- 
vard, St. Louis, Mo., has been awarded the plumbing con- 
tract. 

Muskogee Plumbing & Heating Company, 112 South 
Fourth Muskogee, Okla., has been awarded the 
remodeling plumbing and heating contract on the hospital 
and on a 6-room addition to the poor farm. 


H. W. Urquhart, Eustis, Fla., has been awarded the 
heating and plumbing contracts on the new $125,000 city 
hall at Eustis, Fla. 

R. F. McCarty, Harlingen, Tex., has been awarded the 

plumbing contract in the erection of the new dwelling 
for L. R. Hollingsworth, at Harlingen, Tex. 
& Eels, 604 East Orange street, 
Calif., were bidders on the plumbing, 
service piping for the employees 
Angeles county farm at $9,971. 

The commissioners of Fairmont Park, Philadelphia, are 
having plans prepared for a combined comfort station 
and locker room, to cost about $50,000. 


street, 


Williams Compton, 
heating and 


building at the Los 


low 
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The city of Niagara Falls, N. Y., of which W. L. Rol- 
bins is city manager, is having plans drawn for a combin 
comfort and police station to be located on the corner 
Main street and Ontario avenue, at a cost of 
$45,000. 

The Burroughs Adding Machine Co., Detroit, Mich., 
building a 44x53 ft. addition to its central heating ani 
power plant at 6071 Second avenue. 

The Yellowstone Park Hotel Co., Yellowstone Pari 
Mont., is having plans prepared for a 78x116 ft. combined 
central heating plant and laundry building. 


- - 


abou 


P. J. Dwyer, Meriden, Conn., is installing plumbing and 
heating systems in a new residence for Helen Gross on 


Fourth street. 


The city of Meriden, Conn., is considering tentative 
plans for the construction of a filtration plant at the 
Broad Reservoir. The project is estimated to cost $100,- 
000. C. P. Prann is city engineer. 

N. C. Bond, 170 Pleasant st., North Adams, Mass., has 
been commissioned by the building committee of the North 
Adams Hospital to prepare plans for a nurses home. It 
is planned to put the plans out for bids early in the spring 
H. W. Clark is president of the hospital. 

Charles S. Taylor, 39 Cook avenue, Meriden, Conn., was 
recently awarded the heating and plumbing contracts on 
a new house being erected at Spring and Prospect streets 
for Patrick Williams. 


The First National Stores, Inc., has had plans prepared 
by Monks & Johnson, 99 Chauncy street, Boston, Mass., 
for an office, warehouse and manufacturing building to be 
erected on Middlesex and Mystic avenues, Somerville, 
Mass., at a cost of $2,000,000. Plans call for a 3-story, 


brick, steel and concrete building, 300x565 ft. 
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Princess Recess Bath, No. 1010S 





Iron City Enameled Princess Recess baths, made in several sizes and different styles 


IRON CITY 
Recess Tubs 


with Shower 


Black and Gold Label 


THE RECESS BATH is a most 
practical and desirable fixture for 


many installations. With the 
addition of a shower, as shown 

















| above, this fixture makes a most 
complete and satisfactory ad- 
dition to the fine bath room; 


adapted for the home, hotel, 
apartment house or club. 


IRON CITY PLUMBING FIXTURES ADD TO THE VALUE OF THE HOME 


Sold thru the jobbing trade 


IRON CITY SANITARY MANUFACTURING CO. = 


Pittsburgh, Pa. 
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Headly & Meserve, Portland, Oregon, are installing the 
plumbing in a 4-suite apartment house for A. S. Tracy 

189 Taylor street. 

E. T. Pape, designer in the Couch building, Portland, 
Oregon, has completed plans for a bungalow court to cost 
$40,000 to be built at East Twenty-ninth and Madison 

reets for K. S. McFarland. There will be eleven three- 
and four-room suites equipped with gas furnaces and 
refrigeration plants. 

F. Manson White, architect in the Sherlock building, 
Portland, Oregon, will start plans at once on the $82,- 
000 high school structure to be built at Canby, Oregon. 
\ccording to plans the building will be finished by the 
time school opens in September 1927. 

The General Heating company, Portland, Oregon, will 
install a new heating and ventilating system in St. Paul 
Episcopal church. 

J. C. Korioth Plumbing Co., Sherman, Tex., has been 
awarded the heating and plumbing contract in the erec- 
tion of the new $120,904 school building in Sweetwater, 
Tex, 

A $75,000 residence will be built for Harry A. Green, in 
the Laurelhurst district, Portland, Ore. Herman Brook- 
man, architect in the Henry building, drew the plans and 
the general contractors are Lorenz Brothers. 

Rogers Plumbing & Heating Co., Portland, Ore., is in- 
stalling plumbing in a new building at 3229 Fifty-seventh 
street for B. F,. Aldrich. . 

The Latter Day Saints of Nampa, Idaho, will build a 
$60,000 church building at Fourteenth avenue and Fourth 
street South. As soon as the plans and specifications ar- 
rive from Salt Lake City, the first construction work will 
start, according to Bishop Peter C., Johnston. 





Cleghorn Co., Boston, Mass., has secured the heating | 


contract on the new Marine Biological Laboratory at 
Woods Hole, Mass. , 

The Merrill Co., Boston, Mass., has been awarded the 
contract on the St. Paul’s School at Concord, N. H. The 
same company has also been awarded the contract for the 
new building of the Seafood Corp., Gloucester, Mass. 


The Acme Heating & Ventilating Co., Boston, Mass., 


has secured the contracts for heating and ventilating two | 


new schoolhouses, the Washington School, Boston, and 
the Washington Irving School, Roslindale, Mass. 

Contract for the heating and ventilating of the new 
Woonsocket High school, Woonsocket, R. I., has been 
awarded Stone-Underhill Heating & Ventilating Co., 171 
Harrison avenue, Boston, Mass. 

T. A. Ridder Co., Inc., 35 Dover street, Boston, Mass., 
has been awarded the heating contract for the Graduate 
College Extension, Princeton University, Princeton, N. J. 
The plumbing contract went to John Black & Son Co., 
Trenton, N. J. 

Heating contract for the new Stimpson Terminal ware- 
house, Cambridge, Mass., has been awarded John E. Chat- 
man, 54 Canal street, Boston, Mass. 

Boyden & Co., Inc., 14 Brattle square, Boston, Mass., 
has secured the plumbing contract on the new warehouse 
to be erected by the Massachusetts Baking Co., Roxbury, 
Vass, 

The Love Plumbing and Heating Co., Cumberland, Md., 
has been awarded the contract for installation of plumb- 
ing in the $100,000 J. G. McCrory Five and Ten Cent store 
in Hagerstown, Md. 

Frank E. Woodward & Co., 19 Friend street, Boston, 
Mass., have the heating contract on the $200,000 resi- 


dence to be erected for Albert K. Trenor, Gloucester. | 











| 
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Which Fits Any Lavatory 
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Why Don’t You? 


Large plumbers, steamfitters, plumb- 
ing and oil supply houses, railroads, 
packing: houses, paper mills and 
other industries everywhere install 
BIGNALL & KEELER Pipe Thread- 


ing Machines. 
There is a reason. 


BIGNALL & KEELER MACHINE WORKS 


of the.N. O. Nelson Mig. Co. 
EDWARDSVILLE, ILLINOIS Je iy 
OBtKG 
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The Celebrated 


PEERLESS 
KITCHEN BOILER 


(Combined Range Boller and Gas Water Heater) 


The Celebrated ‘‘Peerless’’ 
Kitchen Boiler is the best gas 
heating boiler on the market. 


The ‘‘Peerless’’ originated the 
gas heating boiler business, 
created the trade demand and 
has served the field for 15 years 
with great distinction. It has 
been much imitated but never 
equalled. 


The Peerless is made in all 
sizes. Numbers 18 - 24 -30 - 32 - 
40 - 42 - 52 - 66. 


YOUR SUPPLY HOUSE WILL 
SELL YOU THE “PEERLESS” 
—SEE DOMESTIC ENGI- 
NEERING CATALOG DIR- 
ECTORY FOR FULL INFOR.- 
MATION OR WRITE US. 


PEERLESS RANGE BOILER 
CORPORATION 
108 So. La Salle St. | CHICAGO 

















HERE 
IT IS: 


Here’s the roughest, 
toughest torch you ever 
saw! The Detroit Two. 
Hard knocks don’t mean 
a thing to it—and it’s 
ready to do it’s stuff 
regardless of conditions. 
Extra heavy tank—re- 
inforced handle. 


TORRE | 





A steady intense flame—without coaxing. 


Write for our catalog ‘‘H’’ showing 
our entire line of gasoline tools. 


ORDER FROM YOUR JOBBER 


Detroit Torch & Mfg. Co. 
DETROIT, MICHIGAN 


Canadian Representative, George P. Fraser, 39 Tyn- 

ale, Toronto. Kettman & Ten Eyck Sales Co., 326 

San Pedro St., Los Angeles, Calif., Oscar C. Anderson, 

627 Washington Blod., Chicago, Ill., Louis Williams & 
Co., Nashville, Tenn. 
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Charles F. Button, 467 Massachusetts avenue, Arling 
has received the plumbing and heating cor 
tract on the new building of the Arlington Five 
Savings Bank in that town. 


Cent 


Conz & Broult, Springfield, Mass., have been awarded 


' the heating and plumbing contract on a new apartment 
| block at 25-29 High street, Springfield, for T. W. M 


| Carthy. 
The Calhoun Beach Club, Minneapolis, Minn., is hay 
ing plans made for a 12-story hotel and club building 


at West Lake street and Dean boulevard in that city, to 


cost $1,000,000. Magney & Tusler, 126 South Ninth 
street, are the architects. 
The Keith-Plaza Properties, Inc., Minneapolis, Minn., 


will build a 12-story hotel at the corner or Hennepin ave- 


| nue and Kenwood Parkway in that city. 


a 


ON e———— ee ao eileen 


Plans are being made for an 8-story, 50x140-ft. church 
institutional building to be built at Eighth street and 
La Salle Minneapolis, Minn., by the First Uni- 
tarian congregation, Rev. John H. Dietrich, pastor, to in- 
clude church offices, private offices, church, dining room, 


avenue, 


and to cost $750,000. Long & Thorshov, 1028 Andrus 
building, are the architects. 

An addition will be built to the Trinity College, 
Sioux City, Iowa, to cost $100,000. Steele & Hilgers, 


United Bank building, are the architects. a 

The Palmer Heating & Plumbing Co., Ames, Iowa, has 
been awarded the contract for the plumbing and heating in 
the 4-story, 50x100-ft. addition to the Sheldon-Munn hotel 
being erected in that city. Proudfoot, Rawson & Souers, 
$10 Hubbell building, Des Moines, are the architects. 

E. R. Gates, Ames, lowa, has been awarded the plumb- 
ing heating contract on the high school and gym 
nasium at Mt. Vernon, Iowa, to cost $175,000. J. G. 
Ralston, 210 Pioneer National Bank building, Waterloo, 


is the architect. 


and 


Cyrus Metcalf Plumbing Co., 617 First avenue, Cedar 
Rapids, Iowa, has been awarded the plumbing and heat- 
ing contract on the Moslem style Shrine temple being 
built in that city by the El Kahir Temple at a cost of 
$500,000. Raymond F. Moore, 401 Granby building, is 
the architect. 

Bids will soon be taken on a 2-story, 120x167-ft. church 
building at Clinton, Iowa, by the First Presbyterian con- 
gvegation, $200,000. Coolidge & Hodgdon, 134 
South La Salle street, Chicago, are the architects. 


to cost 


All bids on the new Longfellow school at Clinton, Iowa, 
to cost $135,000, have been rejected and new bids will 
be taken later. J. C. Wood & Co. are the architects. 
Theo. Carstesen is secretary of the board of education. 

Plans are being drawn for the Jean Laffite Hotel in 
Galveston, Tex., which will be ten stories in height, of 
brick, stone and concrete construction to cost approxi- 
mately $500,000. Andrew Fraser, 824 American National 
Insurance building, San Antonio, is the architect. 

Jud & Ormond, San Antonio, Tex., have been awarded 
the contract for installing a heating plant in the school at 
McAllen, Tex. The contract amounts to $9,519. 

The Salvation Army of San Antonio, Tex., is planning 
the construction of a new home of brick and concrete, three 
stories, to cost $100,000. 

C. W. Frost of Eastland, Tex., and Fred Frost, Frost 
National Bank of San Antonio, Tex., plan the construc- 
tion of a bank, office and theater building in Amarillo, 
Tex., at Ninth and Taylor streets. The structure will be 
14 stories, of brick, stone, steel and reinforced concrete, 
100x140 ft. The building will cost about $1,250,000. 
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Harry L. DeWitt of Houston, Tex., plans the construc- 
tion of eight brick veneer residences in the South End 
addition at a total cost of $100,000. 

J. E. Rogers of Houston, Tex., plans the construction 
of a residence in Riverside Terrace to cost $50,000. 
Brickey, Wiggins & Brickey are the architects. 

R. B. Ellifritz, managing director of the Adolphus Hotel 
of Dallas, Tex., together with A. M. Matson, Butler Bros., 
that city, are having plans made for the construction of 
a hotel building at Snyder, Tex., to cost $150,000. 

Jud & Ormond have been awarded the plumbing and 
heating on the lodge building for the San Antonio Casino 
Club at $17,967 and $9,885, respectively. 

The Barber Plumbing Co., of Houston, Tex., has been 
awarded the plumbing and heating contracts on the 
Central Presbyterian Church in that city at a combined 
bid of $12,400. 

The Warren Co., of Houston, Tex., has been awarded 
the plumbing and heating contracts on the jail and 
criminal courts building in that city at $26,654 and $56,- 
190, respectively. 

The Central Christian Church of Austin, Tex., is hav- 
ing plans prepared by R. L. White, architect, for a three- 
story brick, stone and concrete Sunday school building to 
cost $150,000. 

The First Christian Church of Corpus Christi, Tex., is 
planning the construction of an auditorium and Sunday 
school building of brick, hollow tile and concrete to cost 
$60,000. Ralph H. Cameron of San Antonio is architect. 

The First Presbyterian Church of Dallas, Tex., plans 
the construction of a Sunday school building, three stories, 
50x75 ft. of brick, stone and reinforced concrete, to cost 
$100,000. C. H. Griesenbeck is the architect. 


Every camp, 


these heaters. 




















KEROSENE 
WATER HEATERS 


home, 
barber shop, or restaurant outside 


the Gas Limit is a real prospect for 


And they are usetul not only 
in summer when the heating 
boilers are not running, but 
also in winter for conveni- 


ence and economy. 


The Holyoke Kerosene Water 
Heater will produce an abun- 
dance of hot water on the 
most economical basis. 


Manufactured and 
Guaranteed by 
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The First Baptist Church of Harlingen, Tex., plans a 
church and Sunday school building of one and three 
stories, 92x128 ft., of brick, steel and concrete, to cost 
$60,000. Ferrand & Fitch, Dallas, are the architects. 

The Busby Building Corporation of San Antonio, Tex., 
has completed plans for the construction of 22 dwellings 
along Donaldson avenue. Construction will be of brick, 
stucco and concrete with tile baths. Total cost will ap- 
proximate $150,000. 


E. A. Poff of Fort Worth, Tex., is having plans drawn 
by Z. T. Hamilton, architect, for a two-story, 62x112 ft., 
brick veneer apartment building to cost $65,000. Plans 
are also being considered for the construction of three 
similar buildings following the completion of this first 
unit. 


E. J. Lottman of Houston, 
of a store and hotel building, 
stone and concrete, to cost $132,000. 


mn 


rex., plans the construction 
three stories, of brick, 

Plans are being contemplated by the Wood Properties 
Corp., of San Antonio, Tex., for the construction of a 12- 
story, brick, tile, trim stone and reinforced concrete hotel 
building at Martin and Navarro streets, to cost $500,000. 
The building will have 250 rooms with private baths, and 
circulating ice water. 

S. J. Blocker, 3607 Cole avenue, Dallas, Tex., has been 
selected to draw plans for the Ninth Ward school in that 
city. The building is to be two stories and part basement, 
of brick, stone and 
about $80,000. 

The Board of Education of Edinburgh, Tex., 
bids for installation of heating apparatus, underground 
pipes and internal heating equipment for 
buildings. 


reinforced concrete, and will cost 


is seeking 


four school 


farm, store, 





Holyoke Heater Co. 


Holyoke, Mass. 
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A typical Smooth-On 
repair — quick, sure 
and inexpensive 


ERE’S the right way to 

keep thread leaks off the 
trouble list. When steam, 
water, gas or oil begins to come 
through a threaded joint, put 
a Smooth-On Clamp around 
the pipe, shove it against the 
coupling or flange, tamp the opening full of Smooth On 
No. 1, as shown above and let the Smooth-On harden. 
The job is then well done. Even on a big main, less 
effort is required than in changing an automobile tire. 


You will also find Smooth-On Clamps and Smooth- 
On No. 1 equally effective in stopping the chronic leaks, 
as corroded surface, when cleaned off, makes Smooth- 
On hold the tighter. 


This Smooth-On repair is a snap in comparison with 
taking down lines, cutting and threading new pipe, 
reassembling, testing, etc. 


If you want to be ready for emergencies, stock a 
small amount of Smooth-On No. 1 and some spare 
Smooth-On Clamps—at least one of every needed size. 
Then be sure you have a copy of the free Smooth-On 
Handbook. 


SMOOTHON 


This Book FREE 
if you return the coupon 


Twentieth Edition — Completely rewritten — 136 
pages of new data 193 diagrams, pictures and 
ractical hints on at least 200 different uses for 
Sane dN Every progressive engineer should 
have this book — get your copy now 


Smooth-On Clamps are made for 1-in. to 12-in. 
pipe and Smooth-On No. 1 comes in 1 and 
s-lb. cans and 25, 50 and 100-lb. keg Get 
the ones you need from nearest dealer or if 
necessary from us direct. 











Do it 


SMOOTH-ON MFG. CO. 


Derr. 12, 570 Communtrpaw Ave., Jersey Crry, 
N 





Please send copy of the Smoorn-Onw Hand- 
book, Twentieth Edition. 


Name... 


Appress 
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The American Hotel Corp., Brockton, Mass., has hod 
plans prepared for the construction of a hotel at Stoning- 
ton, Conn. Plans call for a 2-story building, 70x100 f-., 
with two wings, each 25x50 ft. The interior will he 
arranged for 60 guest rooms, kitchen, ball room, billiard 
room and several waiting rooms. 

McFarland & Laurie, 162 Newbury street, Boston, 
Mass., have completed plans for the First Church of 
Christ Scientist, to be erected on Touro street, Newport, 
R. I. No contracts for the work have been awarded. 

The Lakeville Realty Co., Lakeville, Conn., has commi 
sioned Architect George C. Kingston, 62 Cannon street 
Bridgeport, Conn., to prepare plans for a 4-story brick and 
steel hotel to be erected at Lakeville. The structure wil] 
be arranged for 250 rooms. 

The school improvement association of St. John’s school, 
Deep River, Conn., is considering plans for a one-wing 
addition to the school to be used as a gymnasium. Patrick 
McGovern, Hartford, Conn., is président of the institution. 


T. W. Monroe Co., of Greenville, Tex., has been awarded 
the plumbing and heating contracts on the residence for 


| A. B. Simpson, at Avinger, Tex. 


| 
} 
} 
| 














| 
| 
| 


Kirkwood & Wharton, 456 Main street, San Antonio, 
Tex., have been awarded the plumbing contract on the 
five additional stories to the National Bank of Commerce 
building in that city, with a bid of $10,684. Jud & Or- 
mond, 703 North Flores street, San Antonio, have been 
awarded the heating contract on the building. 

J. C. Nolan, 4405 Greely street, Houston, Tex., has been 
awarded the plumbing and heating contracts on the First 
Lutheran church, in that city, with a bid of $13,660. 


The Kirkman Plumbing Co., Burlington, N. C., has been 
awarded the plumbing and heating contracts on the re- 
modeling of the First Savings Bank building in that city. 

W. G. Shivers Co., 115 South Church street, Spartan- 
burg, S. C., has been awarded the heating contract on the 
$750,000 city hall at Asheville, N. C. Sluder Bros., 16 


| North Market street, Asheville, N. C., has been awarded 


the plumbing contract, with a bid of $21,507. 

The Henderson Plumbing Co., of Henderson, Ky., has 
been awarded the plumbing contract on the Barrett man- 
ual training high school in that city. 

Gore & Daubert Co., 825 Baronne street, New Orleans, 
La., has been awarded the plumbing and heating contracts 
the Orleans parish school board building on Story 
street in that city. 


on 


The Farmers Hardware Co., Rutherfordton, N. C., has 
been awarded the heating and plumbing contracts on the 
$55,000 school building at Chimney Rock, N. C. 

The Standard Engineering Co., 2129 Eye street, N. W., 
Washington, D. C., has been awarded the plumbing and 
heating contracts on the new Virginia Dare hotel, at 
Elizabeth City, N. C., with a bid of $76,500. 

Archie E. Fisher, Frederick, Md., has been awarded the 
plumbing and heating contracts on the $50,000 addition 
to the Home for the Aged at Frederick, Md. 

Tompkins-Johnston Co., 4 North Brevard street, Char- 
lotte, N. C., has been awarded the plumbing and heating 
contracts on the new school building to be built at Lenoir, 


A. F. Walker, Stillwater, Okla., has been awarded the 
heating and plumbing contracts on the repairs to the 


school building at Fort Cobb, Okla. 
The dormitory of St. Andrews Indian Mission, Pendle 
ton, Ore., which was destroyed by fire in April, will be 


rebuilt. It is expected that the work will be completed 
early next year as construction will start at once. 














HEGGIE-SIMPLEX 


ELECTRIC-WELDED STEEL BOILERS 

















TAMES G, HEGGIE 
who in 1892 tounded the Heggie Organization and 


today is Presi of the Heggie-Simplex Boiler Co. 





For 34 years Heggie 
has justified public confidence 


‘[HROUGHOUT a third of a century, the organization headed by 
ames G. Heggie has so consistently maintained high quality in 
the fabrication of boilers and steel plate work of all kinds, and has 
dealt with such unfailing, unvarying integrity, that it is frequently said 
in the trade, “If Heggie makes it, it must be right!” 





To justify the Heggie name, the Heggie-Simplex boiler had to be out- 
standing. A boiler whose design throughout is based upon ‘scientific 
heating principles, free from tradition. A boiler that combines in one 
portable steel unit the recognized advantages of all earlier types. 
















° e e e ¢ “es : 
A boiler built to Heggie standards in every detail, so as to be “The ; 
. . ” § 
Quality Boiler of the Market. 3 
e . 3 
HEGGIE-SIMPLEX BOILER COMPANY, Joliet, Illinois ; 
Representatives in Representatives in y zt 
Akron Chicago Evansville, Ind. Lubbock Peoria, Ill. Springfield, O. 4 | ; 
Albany Cincinnati Fort Wayne Lynchburg,Va. Philadelphia St. Louis a : 
Albuquerque Cleveland Harrisburg Memphis Pittsburgh St. Petersburg at \ $4 
Amarillo Columbus Houston a Miami Racine, Wis. Syracuse y bs | 
Atlanta Dallas Indianapolis ELECTRIC-WELDED : Milwaukee Raleigh Tampa 3 ee 
Baltimore Davenport, Ia. Jacksonville Minneapolis Roanoke Toledo , s lf 
Birmingham Dayton Joliet HEGGIE-SIMPLEX Nashville Rochester Tomahawk, Wis. ee tt 
Boston Daytona Kan. City, Mo. New Haven Rockford Tulsa oe E, 
Bradentown, Fla. Denver La Crosse, Wis. STEEL BOILERS New Orleans SanAntonio Youngstown,O. \ i 
Bristol, Va. Des Moines Lakeland 2 NewportNews Savannah W. Palm Beach % ey 
Buffalo Detroit Lima, O. New York Scranton Washington,D.C. 2 ‘ed 
Casper Duluth Little Rock Okla. City Sebring Waterloo, la. % poe 
Chari sc. din, Fla. Louisville Omaha Shreveport Winston-Salem ‘bE R 
Chattanooga Ei Paso Orlando Spartanburg i F ye 
Just look up “‘Heggie-Simplex Boiler Co.”’ in the phone book in any of the above cities for representative’s number and address eae i 
Eh: 
% ; i 
4 es. 











EADING PIP 


GENUINE WROUGHT IRON 
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THOS. SMITH & BRO. 
MASTER PLUMBERS 
327 MAPLE AVE., CAMDEN .N.). 


ESTIMATE 




















An alternate bid gives them what they want 


HERE is no “‘take it or leave it” attitude when 

an “alternate bid”’ is submitted. The customer 
has his choice, and you are fully protected on the 
price quotation and an extra profit will come to 
you on the quality bid. The customer has his 
choice of ordinary steel pipe or of Reading Genuine 
Wrought Iron Pipe, with a life of service two to three 
times longer than steel. 
Through Reading national advertising the public 
knows that it is the “pipe that endures.” | 





















All Reading Genuine 
Wrought Iron Pipe 
carries a spiral band 
of knurling—an iden- 
tification visible even 
through paint or gal- 
vanizing. 


Your extra profit will come through the time saved in cut- 

ting and threading, less handling of tools and minimum 

spoilage of pipe. 

A satisfied customer gets what he wants—and satisfied 
hy customers are the plumbers’ greatest assets. 


\. A supply of these stickers will be sent on receipt of 
™~ post card. 





READING IRON READING IRON COMPANY 
COMPANY READING, PA. 
Reading, Pa. World’s Largest Manufacturers of Genuine Wrought Iron Pipe 
Please send me a supply of Boston pg one Baltimore 
Two-Bid Stickers for use in submitting Sy Philadelphia are 
cotemates. . New York Chicago Buffalo 
am Tulsa Detroit 
Name \ Cleveland Reading Nipples of Genuine 
i Wrought Iron are positiv 
identified by a band of knuri- 
Address __ ing. 








City and State_ 









% 
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Hunter-Prell Co., Battle Creek, Mich., has been awarded 


the plumbing contract and Carstens Bros., Ackley, lowa, | 


the heating and ventilating contracts on the new junior 
high school at Battle Creek, Mich. J. C. Nelson & Son, 


915 N. E. Broadway, Minneapolis, Minn., are the general | 


contractors, and John D. Chubb, 109 North Dearborn 
street, Chicago, is the architect. 
James Conroy, 246 Prior avenue, St. Paul, Minn., has 


been awarded the plumbing and steam heating contracts | 
on the 2-story school being built at River Falls, Wis., at | 


a cost of $175,000. Ellerbe & Co., 692 Endicott building, 
St. Paul, are the architects. 

A 3-story fraternity house with 10 separate units, cost- 
ing $200,000, will be built at Thirty-first street and Uni- 
versity avenue, Des Moines, Iowa, by the Drake University, 
EB. C. Lytton, business manager. Vorse, Kraetsch & 
Kraetsch, 1201 Commonwealth building, Des Moines, are 
the architects. : 

Cc. P. Berger, Mexico, Mo., has been awarded the plumb- 
ing contract on the 3-story, 90x320 ft. high school in that 


city, with a bid of $30,000. Thomas, McLennan & Thomas, | 


508 Old Colony building, Des Moines, Iowa, are the archi- 
tects. T. J. Williams is secretary of the board of educa- 
tion. : 

Plans have been completed by E. O. Damon, Jr., 19 EB 
Mason building, Ft. Dodge, Iowa, for a 3-story club house 
and a 1-story annex, for the B. P. O. E. in that city. 
J. J. Barton is chairman of the building committee. The 
total cost will be $125,000. 

Williams & Gibson, Portland, Ore., have been awarded 
the plumbing and heating contracts on the new addition 
to the Yreka hotel, at Yreka, Calif. 
addition will be about $50,000. 

Fred. Palmer, architect, Yakima, Wash., has been com- 
missioned to draw plans for the Woman’s building at the 
state fair grounds. The proposed plans call for a build- 


ing 120x70 ft. 


The cost of the | 


J. Propstra, Vancouver, Wash., will build a creamery | 


building at Eighteenth and Main streets. It will be oc- 


cupied by the Holland Creamery Co. 


Swimming - Pool News 


Moore Construction Company, 625 Sun Finance Build- 
ing, Los Angeles, Calif., submitted the low bid of $5,000 
to the county of Los Angeles, for the construction of. a 
swimming pool in Big Pines county park. 

In the event that the city council of San Bernardino, 
Calif., accepts the $15,000 offer made by the board of 
education for the city’s provisional equity in the Fourth 
street school property, the Parent-Teachers’ Associations 


of the city will request that the funds be used to con- | 


struct a municipal swimming pool. 

Architects Marston, Van Pelt & Maybury, Los Angeles, 
have completed preliminary plans for a two-story rein- 
forced: concrete Y. M. C. A. building to be erected at 
Redlands, California. The plans include a large tile-lined 
swimming pool and a gymnasium. 

Cyrus H. K. Curtis, of Philadelphia, has given to Bow- 
doin College at Brunswick, Me., funds with which to 


| 
| 


| 
| 
| 


build a swimming pool, which will probably be erected | 
} 


adjoining the Sargent Gymnasium. 

A large swimming pool is to be constructed in connec- 
tion with the new El Sereno Country club, to be built at 
El Sereno, Calif. Plans are being drawn by Architect 


Lloyd Rally, 1101 Subway Terminal building, Los Angeles. | 


| 
| 
| 
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on the heatin 


of 


Exclusive Distributor: 


JOHN G. KELLY 


210 E. 45th Street 


Write for Prices and Literature 


Makethe Bucket Test! 


At the bottom draw-off cock 
system boiler. 
If you get sediment and rust 
the system needs a treatment 


W. 


BOILER and HEATING 
e SYSTEM CLEANSER 


Cleans, rejuvenates and prevents 
formation of rust and scale in 
Steam, Vapor and Hot Water Heat- 
ing Systems and Power Boilers. 


New York City 








FREE 
HOT WATER 
A Guardian Water 


Heater will save 
| money for your cus- 
' tomers — that extra 
| third of the fuel cost 
| that gcesup the chim- 
| ney. Operates equal- 





ly well on either horizontal or vertical smoke pipe. 


White for details. 


FIRELESS HEATER COMPANY, Inc. 


An installation price of from $35 to $50 means a good profit to you. 


974 Bergenline Ave., North Bergen, N.J., West New York,N.J.,P.O 


| 


| 











out. 


G&C 


And they're priced at a figure 


that allows you a substantial profit. 


Demand by trade-mark G & C Boilers 
and assure yourself of a guaranteed 
product. 














GERSTEIN & COOPER CO. «4 


1 and 3 Third St., South Boston, Mass. 




















COPPER PRESSURE BOILERS 


are just about as good as can be turned 























washing. 





desired flow of water. 
Write for details—today. 


EDWARD MULLER & SON 


5023 Hudson Blvd., 1306 John St., North Bergen, N. J. 


Muller 
Washers 


are the ideal installation for overhead vehicle 
Sturdy and reliable. 
with an automatic cut-off which permits any 


Equipped 


Made in five models. 
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Aiddng 2030.4 


The STINSON Patent Equalizing Valve 


A system designed to prevent Water Hammer and any reaction 
in the water supply system in the building. If properly installed, 
the Stinson Equalizing Valve is guaranteed to completely and 
thoroughly remove any vibration in water pressure systems of 
piping. 

The Valve is made in sizes as conditions require. 

Stock sizes: 144 and 24 inch. 

1 inch will take care of from \% inch to 2 inch supply. 

2% inch will take care of from 2 inch up to 4 inch supply. 

Send rough sketch of piping in basement and I will advise you the 
proper place to install the equalizer. 


Robert Stinson, 1632 Forbes Street, Pittsburgh, Pa. 
BS 2 OS Se 











Lower 
Costs 


Higher 
Profits 
You pay less for 
the Shanklin 
Malleable Iron 
Bracket. It'll 




















save you time in 
installing—and your profit is all yours—no servicing. Builds 
into brick or hollow tile walls—no lag screws—no bolts— 
no screws. $1.00 each, list. Write for discounts. 


WEST VIRGINIA HEATING & PLUMBING CO., Charleston, W. Va. 
SHANKLIN RADIATOR BRACKETS 




















STOP! 


Use a Graves vise stand pipe bender 
and tool box; then keep on going. 





Write for particulars. 
W. L. GRAVES Hatfield, Mass. 
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THE 


PERFECT SHORT STORY 

Algy saw a bear. 

The bear saw Algy. 

The bear bulged. 

The bulge was Algy. 

F.A.W., Rockford, II! 
INITIATIVE IS THE WAY TO SUCCESS 

A hardware dealer was proud of his success, laying it 
the fact that he never overlooked an opportunity. He im- 
pressed this viewpoint on one of his clerks one day when he 
said: 

“Don't hang around wasting your time just because you. 
have finished your sweeping. Get busy and catch some flies 
and put them in those new patented fly traps in the window 
so they will make a good showing.” 

W.A.F., San Francisco 


to 





REFLECTIONS OF A SMALL BOY 
There are so very many things that pussle me, 
I’m sure I'll never learn: 
Why switchmen mark some cars “Mt,” 
And why the teacher glares at me 
When I forget and think and think 
Just what the meaning is of “Inc.” 
Why certain words I mayn’t say, 
Though teamsters say them every day, 
And why it’s me they always spank— 
Not Ma—for spending from my bank. 
There are so many things to learn, 
So very, very many things that puszle me. 
A FEW WANTEDS 
Wanted—A room by a young gentleman with double doors 


Wanted—A man to take care of horses who can speak 
German. 
Wanted—A nice young man to run a pool room out of town. 
Wanted—aA boy to be inside and partly outside the counter 
Wanted—Ladies to sew buttons on the second floor of Smith 
and Brown Building. 
CLIPT 





THE BETTER SALESMAN 

A New York company advertised for a salesman. A reply 
was received from a man who said he was the greatest sales- 
man in the world. They engaged him on his own selling 
ability and gave him their line to sell anywhere west of the 
Mississippi River. 

After he had been away a week, without sending in 
orders, the firm received the following telegram: 

“IT am not the world’s greatest salesman. I am the second 
best. The greatest salesman is the man who loaded you up 
with these goods.” 


any 


W.K.C., ILLINOIS 





LEARNING 
Teacher: “What is a niche—a niche in a church?” 
Small Colored Boy: “It’s jes the same as an itch any- 


wheres else, but yo’ cain’t scratch it as well.” 
D.C.P.O., New York 





PUZZLE: FIND A REALLY GREAT MAN 
Napoleon was a mighty man, 
He was a great commander, 
Washington and General Grant, 
And likewise Alexander. 
They were leaders, we'll admit; 
But that is not the point, 
For all these guys, though e’er so wise, 
They couldn’t wipe a joint. 
J.T., Logansport, Ind 


First down! One line to go. > & » 
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) 
RB h D Mi Kentucky: Sewell Red Hill 
) qa) Glasgow Freehold South Carolina 
Movement a an 
a a ay 0 é. Maryland: Butler Greenville 
from a purely selfish standpoint, the Bath a Day Movement Tayter’s Island — — Piecenent 
. We: ‘ Massachusetts: Fort Plain Fairforest 
represents for the plumbing contractor a splendid opportunity to Holden Nyack ‘Seuaeannes 
make known his service to his com-  Missourt: Round Lake Prospect Station 


Ballston Spa 


munity in as economical a way as can Parnell Texas: 
be conceived. By the distribution of a Ps. cea Paris 
: pris ' ontana: Farmersville 
few copres of “The Story of the Grandview New Mexico: Utah: 
Bath” in the schools of his community, Great Falls Black Lakes 


Fillmore 
and by the use of the Bath a Day Nebraska: E. Las Vegas Vinetetes 
Helps which are so low in cost, he apg North Carolina: Harrisonburg 
can arouse an interest in sanitation which he could not do by poe ee Elizabeth City Roanoke 
direct advertising in anything like the same space of time. Albion Ohfes West Virginia: 
Wallace Deersville Follansbee 
Shegon 
| HE nature of the Bath a Day Movement is such that New Hampshire: pga sd -prmancoel 
> 
| immediately it is launched the very best element in Peterboro , 
: Hanover Pennsylvania: Washington: 
any community may be enlisted to help it along. wow Jersey: Donora Bellingham 
' School teachers and officials, welfare workers, doctors, Vineland Dillsburg Wisconsin: 
_ health officers—these and many others whose work is of Matawan Galeton Oshkosh 
a civic character, are always interested in seeing such a iiraiaas ote wid 
educational matter spread far and wide. E. P. Nittenger, master plumber of Santa Monica, 


We have many inquiries here. If your city or town is Calif., has been confined to his bed for two weeks by an 
in the list given below, write us and we will give you the attack of influenza. 


name of the person making the inquiry—usually a school The E. L. Rawlings Plumbing Co., formerly located on 
teacher—and full details as to how to put over a Bath a Madison avenue, near Forest Park, Memphis, Tenn., has 
Day Campaign in your community. moved to Poplar avenue west of Fourth street, in that city. 
Alabama: California: Grayslake S. S. Nance has sold his plumbing and heating business 
Hartselle Redlands Indiana: in Cheney, Wash., to W. J. Schmidt, who will continue the 
Rockford Martinez Staunton business under the name of Cheney Plumbing & Heating 
Florence Oakland 1 . 
ArRansas: Colorado: . Saisie Co. 
Marshall Walsenburg Orient James F. Mauzy of the firm of Mauzy & Son, of Wal- 
oe emg - nut Creek, Calif., was recently elected mayor of that town. 
ermitage alatea ansas: : : , ; ‘ 
auzy is als sident 2 § a ( y Master 
pry mana Ilinote: Arkansas City Mr. M ay is also president of the Sonoma County Master 
Fort Apache Chicago Goodrich Plumbers’ Association. 














| Sales of SURE-HOT Water Heaters —" | 
. are Climbing 


Your customers will appreciate the many advantages of a SURE- HOT 
installation. Profit by selling the most efficient and economical heaters 
that you can sell. The SURE-HOT costs nothing to operate. A practical 
sizeJfor every installation. 














































































































5 | Gott | Se | 
New Old Tank Tank | aye om, | Con- Heater |_ DeMseneranes | 
No. | Size | Gale ie b Fog) mec. \Connec-| | e Prices | Weight 
y i ‘a ane Reema | meant | chee Inches | Inches | Inches Inches 
40 1 | 30 | 12°00" | 2 | | x] 0 9% | 10% | 526 | $11.50 | 14 Ibs, 
1 } | 40 | 14x60" | | | 
Se SE Re TR citcoty ee: eae) eee a 
“ 50 2 40 | 14x60" | 2 | wT a 12% | 13 6 18.50 | 26 
52 | 16°x60" | | | | 
8 | 3 | 6 | 18x60" | 3 x} 1 | 18% | 16% | 6 | 24.50] 31 
| 82 | 20°x60" } 
100 | “ 4 100 | 22"x60" 4 1 1% 1614 164% | 7% | ‘37.00 | 48 
"0 = 3 “420 ~ 24"x60" 5 1 : 1% 20 20% | 7% | 43 00 56 
“yoo; 6 | 141 | 24°x72" | “4 | 1m] 1% | 13% | 16% | 11% | 70.00] 80 : : 
| © | toa] donner | | 5 | | 4 | 8M | tO | BM | 0) © ~The SUREHOT No. 50 
200 | 7 | 185 | 30°x00° | 5 | 14] 1% | 17% | 1114 | 95.00 | 9 Water Heater needs no 
} 220 | x72" y | | 
——/—_—_|—_ Sane (a ae oan REN Eee SE Se regulating and can not get 
| 300 8 | 255] 30°x84° 8 | g f ; R S -k f 
| | 265 | 36°x60" | 8 out of order. otock up for 
} 200 | 30°x96" |; 8 | 1%] 1% | 17K | 22 11% | 110.00} 100 ; 
| 315 | aore72* 12 | | the heavy selling season 
330 | 30°x108" 12 | | ‘ NOW 
| 400 9 305 36°84" iz 12 2 2 ; "4384 18% - 16 130 00 171 _ C , 
420 46°96" 15 





ssid cae 5a ist | 18 2 2 1654 21% | 16 160.00} 192 The M. S. LITTLE 
| | 525 | 36°x120° 18 | 
“wl in esl ame | 1s 1s | wn | ous | 0 [eee] oss MFG. CO., INC. | 


| | | 650 | 42"x108" 20 | | | 
| 
| 
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The Water Heater 
with cot 
the Brass een 
No more rusty water. 
No more cracked sec- 


tions. Good for any 
pressure up to 500 pounds. 


The CLE-BAR Heater furnishes an 


ample supply of clean, hot water in a 
remarkably short time. Fuel consumption 


is small. Simple to erect. An ideal heater 
for Apartment Houses, Residences, Hotels, 
Clubs, Hospitals, Office Buildings, etc. 


WRITE FOR DETAILS. 














~ CLEGHORN COMPANY 


54 Batterymarch Street 


Boston, Mass. 








C. S. B. 


Approved 
Sprinkler Heads 








Keep a good 
supply of C.S.B. 
Approved 
Sprinkler Heads 
in stock——both 
for original in- 








stallations and 
for replace- 














ments in case of fire. Be prepared 


for emergencies—get your order 
| in today for sprinkler heads, alarm 
valves, dry valves, circuit closers 
and retarding chambers, water 
motors, gongs, etc. 

oe 6 oe 


C.S.B. SPRINKLER CO. 


54 Batterymarch St. Boston, Mass. 
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| gray beards, 
| they need plumbing or heating supplies or equipment, 
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N”* so very many years ago we all 
walked around with long faces, 
and endeavored to maintain a serious air under any 


and all circumstances. The tragedy was popular in the- 





| aters, and the punster and jokesmith were considered just 


a little unbalanced, mentally. ‘‘Business is business,’’ peo- 
ple said, and very unethical was the business man who 
dared be anything except dignified before his customers. 

Today, however, the austere business man is not looked 
upon with so much favor. He is considered a sour indi- 
and the public buys from the man who has a 
According to 


vidual, 
cheery smile and a ready display of wit. 


| one authority, people formerly beat a path to the door- 


way of the man who made a better mousetrap than any 
other. People now often beat a path to the doorway of 


| the merchant who tells the wittiest stories, and provides 


| stopping to look in. 


the most laughs. 

One of the best ways to get people into your place of 
business is to get them into the habit of noticing it and 
If you can make them want to stop 
and look every day, you will soon have many of them 
coming inside to meet the man who made them stop. 

Clever blackboard epigrams will make people stop and 
look. After reading one or two of them they will find 
themselves stopping at your window every day uncon- 


sciously, and the men will repeat your witty messages at 


| their luncheon clubs, and the ladies will tell their friends. 


| 


Put a small blackboard in your most prominent window 
and today copy one of the epigrams listed below. Then 
change it every day. You will find seven new ones in this 
column every week. In a short length of time you will 
find your window has become an attraction, and the pass- 
ranging from giggling school girls to retired 

will stop, and read, and smile. Later, when 


ing public, 


they will remember where they smiled. 


Anyway, the hen is the only institution that delivers 
a breakfast food wrapped in an original sanitary pack 
age, 
’ * - 
Perhaps it’s the banker’s association with cold cash that 
makes his eye that way when you ask for a loan. 
* ” + 
One thing that keeps Niagara Falls popular is man’s 
inability to paint a sign on them, 
* ° * 
One good way to keep a cook is to call her ‘‘wife.” 
. > s 
How helpful pride is! It enables parents to think a 
new-born infant is pretty. 
. * - 
No boy is poor who owns a dog; no woman is rich who 
has only a dog and a husband. 
7” . 


About the only establishments which make money wit 


| out advertising are the mints. 
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PATENTS 


Plumbing Department 


1,603,677. Washbasin. Charles Francis, Winnipeg, | 


Manitoba, Canada. A wash water receptacle having a 
bowl-shaped body, and an anti-splash flange at the rim of 
the body, said flange terminating at its edge below the 
plane of the rim of the body and in spaced relation to 
the inner wall of said body, said flange having the edge 
portion thereof enlarged inwardly or toward the center 
of the receptacle and a reinforcing member extending in 


said enlarged edge portion of the flange. 
* * - 


1,603,718. Plumbing System. Robert R. Rust, New 
York, N. Y. In a plumbing system, a pair’ of stacks ex- 
tending from floor to floor and having a multiple number 
of crossover connections between adjacent floors, whereby 
the pressures in the two stacks are equalized, at least one 
of the stacks having lateral branches for connection with 


fixtures. 
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1,603,749. 


1,603,749. Water-closet Flushing-valve-operating Mech- 
anism. Joseph Arsene Delorme, Montreal, Quebec, Canada, 
assignor of one-half to Arthur Sicard, Montreal, Canada. 
In a water closet flushing device, in combination with the 
mechanism for automatically operating the valve thereof, 
means for causing the said mechanism to lift the said 


valve and to raise the relative water closet seat preparedly | 


to the action of said mechanism, consisting of a finger 
controlled by a spring, said finger being integral with a 
cross-piece member of the said mechanism which is pre- 
determinedly adjusted to cause the said seat to move in 
relation thereof. 


Heating Department 


1,604,064. Thermostatic Element. William H. Miller, 
Fort Wayne, Ind., assignor, by mesne assignments, to The 
H. A. Wilson Company, Newark, N. J. A thermal re- 
sponsive element having a unitary structure comprising 
two members having dissimilar thermal characteristics, 
each of said members composed of an alloy of nickel 
having a comparatively high elastic limit. 

. : . 

1,604,100. Pipe Wise and Graduated Clamping Jaws 
Therefor. Joseph E. Kenerson, Saugus, Mass., assignor 
to Trimont Manufacturing Company, Roxbury, Mass. A 
pipe vise, comprising a base, a frame hinged on said base, 


| 
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Wilhelmi and Modern 


Copper Range Boilers IMPROVED 


MODERN 
BoIler 





Made in the most approved 
design, o lient material 
and careful workmanship 





No iron used in construction. 
Boilers lined with tin and guar- 
anteed against collapse. 


Install them on your next job 
for real service. 


Your Jobber Can Supply You 





Hayes Manufacturing Co. 


Paterson ss ts New Jersey 





























Raising RED RING 
to book on wall pla‘e  JQHNSON-MURPHY CO. 


in base t D 
ping RED RING shots 16226 Woodward Ave. Reece 
of eae. POSITIV we 


A big call for JOHNSON 


Are you getting your share of 
the profits? Handy to carry fF 
with you on service calls. j jf 7? 
Johnson Gas Lighters are ™4 | | 
simple—safe and fool-proof. 
They are made for every style 
of Gas water heater. 























<== Your jobber has them. 








DETROIT - MICHIGAN 
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Give the 
“GLEOCKLE” 
a Trial 


Heating men who have used the ‘“Gleockle”’ 
Universal Adjustable Radiator Bracket claim 
that it is easier to install, always stands up, and 
adds to the appearance of the job. Write for the 
Gleockle booklet containing full details—-_NOW. 


A. F. Gleockle, Jr. 


415 Bay Street, 
Rochester, N. Y. 
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ARE you securing 











the benefits of the 
Bath-a-Day Move- 
ment in your city? 


Ask Us for Full Particulars 
DOMESTIC ENGINEERING 


1900 PRAIRIE AVENUE :: :: CHICAGO 
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tion on durability. 





| only a hammer. 
| solid copper. 


to us. 





DOMESTIC ENGINEERING 


>HESSLER 
ROOF FLANGES 


Last 


as Long as 


the 
Building 


They have won their wide reputa- 
One man can 


make an installation in ten minutes. 
No putty, lead or oakum needed 


Made in six sizes in galvanized or 
If your jobber can’t 
| supply you send your order direct 


H. E. Hessler Company 
Syracuse, N. Y. 
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means to lock said hinged frame on the base, graduated 
pipe clamping jaws hinged at said base, means to limit 
the opening of said jaws, and wedging means to bring 
said jaws into pipe clamping position. 


InvAe 


WICKEL ALLOY 


1,604,064. 
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1,603,955. 





1,694,100, 


1,603,955. Automatic Oil-Burning Equipment. Jesse 
©. Johnson, Oakland, Calif., assignor to S. T. Johnson Co., 
Oakland, Calif. An automatic oil burning equipment 
having, in combination, an atomizing burner, a motor for 
rotating said atomizer, an electric running circuit and an 
electric operating circuit, operatively connected, for said 
motor, said running circuit comprising fuel oil supply 
means, an expanding gas valve and a timed circuit breaker 


connected with the motor, said operating circuit com- 


| prising thermostatic responsive means, including a tem- 
| perature actuated stack control in series with the motor 
| : A : : 

operating circuit, operatively connected, for said motor, 


| arranged when cool, to close the running circuit to said 





FIREPROOF | A 





ON THE OCEAN FRONT 








ATLANTIC CITY, N. J. 


reak 


On the Oceanfront 





{reterred--- 


N AUTUMN and all seasons by 
those who know and want the best— 
upon either the American or European 


plan —and sensible rates withal. 


DANCING GOLF 


AFTERNOON TEAS 


JOEL HILLMAN, 
PRESIDENT 


JULIAN A. HILLMAN, 
VICE-PRESIDENT 


HEALTH BATHS 


GARAGE 





ors 





| motor, to the said expanding gas valve and to the said 


timed circuit breaker, and when heated by the burner, 
arranged to flex its contact member to interrupt the run- 
ning circuit to the motor and to the expanding gas valve 


| and closing the operating circuit to the motor including 
| to said thermostatic responsive means, as and for the 


purpose described. 
* ~ - ° 


16,441. Oil Burner. Raymond F. Sturgis, Rahway, 


'N. J., assignor to Torridion Company, New York, N. Y. 


In an oil burner, the combination of a plurality of pans 


| superposed so as to form air passages between them, each 
| pan having a burner lip on its discharge end, a reservoir 
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16,441. 


| for oil, means for feeding oil to each pan from the re- 


servoir, a duct in each pan adjacent to the discharge 
end, and passages from each of said ducts in line with 
the burner lip of the pan below, whereby compressed air 
in said ducts will cool the discharge ends of the pans and 
be directed in jets across the burner lips of the pans to 


| prevent the accumulation of carbon thereon, as and for 
| the purpose described. 
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insertion. 


8 cents for each word including heading and address. 
One inch $4.00. Cash must accompany order. 





Situations Open 
SALESMEN — AME RICA'S LARGEST 

Copper Boiler Manufacturer wants 
limited number of high grade commis- 
sion men with substantial following to 
sell wholesale and retail Plumbers, 
Contractors, Builders and Architects. 
Big commissions. Non-competitive 
prices. Protected accounts. Extensive 
advertising support. Write for full 
particulars. President, Dahlquist Mfg. 
Co., Boston, Mass. 








SALESMEN WANTED: CALLING ON 

western jobbers to sell a line of 
plumbing specialties. Address Key 
689, “Domestic Engineering,” 1900 Prai- 
rie Ave., \eninnanl 


CORRESPONDENT—PLUMBING AND 
HEATING 


We want a bright young educated 
man living in Chicago who thoroughly 
understands plumbing and heating sup- 
plies. A born executive—able to han- 
dle correspondence and who under- 
stands drafting. Able to supervise the 
laying out of plumbing and heating for 
country homes and who can list out 
materials from rough sketches. Prefer 
man with mail order experience. We 
want a high-class man and might con- 
sider taking him into our company 
after he proves his ability. This is a 
chance in a life-time. Give age and 
qualifications in detail. 


held confidential. Address Key 701, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago, 


SALESMEN WANTED: CALLING ON 

Western brass manufacturers to sell 
porcelain handles, etc. Liberal com- 
mission. Address Key 688, 














"Good line. 


Engineering,” 1900 Prairie Ave., Chi- 
cago. 

For Sale 
FOR SALE: HEATING SPECIALTY 


manufacturing business in Chicago. 
t Easy terms to right party. 
‘Address Key 692, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


FOR SALE—ABOUT TWENTY-FIVE 
10-inch Superior Vaporizing Oil 
Burners and twenty-five Ideal blue 
flame kerosene burners, complete with 
tank and pump in original cartons. All 
new and unused. Will sacrifice at far 
under wholesale cost for the lot. For 
list of sizes and complete information 
write or wire immediately. H. E. Max- 
well, Box 814, Lakeland, Fla. 


“Domestic, 








Miscellaneous 


Excellent Plant for 
Heating and Plumbing Equipment 


250,000 sq. ft. for sale or lease; all or part. 
New York district. Modern mill constructicn 
814 acres, 1300 H. P. Power and heating plant; 
special ventilating and humidifying equip- 
ment. Sprinklered. Low insurance. Lacka- 
wanna R.R. Other R. R.s nearby. Excellent 
highways. Good labor. 


HARRISON S. COLBURN CO. 
30 Church St. New York — Cort. 3909 


PLUMBERS’ 


@ 13°; 
RED. ELLS 


Send for samples and prices and free booklet: 
**How to Simplify the Work in the Plumbing Shop. 
Haddon Bin Label Co., Haddon Heights, N. J. 


BIN !t ABELS 

















A Stove or Furnace Diese 


Can make money in this 
New York Plant 
Cffers unusual advantages: 
Hudson River frente ge—Private 
Steamship Pier—Free Lighter- 
age—Railroad Sidings. Floor 
space in units of 25,000 to 200,000 


sq. ft. Vacent land fer storage 
or expansion. Immediate occu- 
pancy. For sale or lease; all or 


part; land or buildings. 
Complete information on request 


Harrison S. Colburn Co. 


30 Church St., New York, N. Y. Cort. 3909 








STOP “<GUESSTIMATING” 
Avoid Errors and Omissions. 


Plumbers’ Estimate Sheets 


will SAVE Time and Money. 
100 leaves in a book—42x10 
1 Book, $1.25 5 Books, $5. 
via Ins. Parcel Post same day we get order. 
LOUIS FINK & SONS CO., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 
School Bldg. Laurel Springs, N. J. 

ea Thirty Years. Noted for Quick Service 


Count seven words for keyed address. 
Copy should reach us eight days in advance. 


Classified Advertisements 


Minimum $2.00 for each 


Books for Your Trade Library 


QUESTIONS AND ANSWERS ON THE 

PRACTICE AND THEORY OF 
STEAM AND HOT WATER HEATING. 
By R. M. Starbuck. Fifth edition. A 
ready reference, dealing practically 
and briefly with the different phases 
of Steam and Hot Water Heating, 
Vacuum and Vapor Heating, Acceler- 
ated Hot Water Heating and Pipe Fit- 
ting in connection with Refrigerating 
Plants. A valuable work for the heat- 
ing man. Covers all the points on 
these subjects he should be familiar 
with. Size 5x7% inches. 150 pages. 
Price, postpaid, $1.50 


JOHNSON’S HANDY MANUAL IN TWO 

volumes, one on plumbing, one on 
heating. By John W. Johnson. The 
author is a practical plumbing and 
heating man, having spent many years 
in workshops and has superintended 
the installation of plumbing and heat- 
ing systems of all descriptions. Twelve 
editions of this popular book have been 
exhausted. The thirteenth is just off 
the press. Size, 4x6%. Cloth. Price 
$2.00 per volume. 


MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, ete. No matter how large or 
small your business, you need this 
hook, Size 44%x6% inches. Over 100 
pages Price, postpaid, $1.50 


EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 


OVERHEAD 


how to figure properly the cost of 
doing business and the correct per- 
centage of profit on any contract. A 
book worth many times its cost. Size, 
44%x7 in. 128 pages. 24 tables. Cloth. 
Price, $1 50. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 
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io “3 SUBSCRIPTION RATES 


1“ United States and possessions 
and all countries to which U. S. 
domestic postal rates apply; and 








| Canada: 
i! =: Year, 52 Weeks. . . . . . $2.00 
\ I 6 iid etna ho 


Other Countries 1 Year . . 3.00 
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DOMESTIC ENGINEERING CO. 


1900 PRAIRIE AVENUE , CHICAGO. 
Please enter my subseript.on for DOMESTIC ENGINEERING for 


year, for which I enclose $ . 
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